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Election Commission of India-State Elections, 1977 to the Legislative Assembly of HARYANA 


LIST OF PARTICIPATING POLITICAL PARTIES 


PARTYTYPE ABBREVIATION PARTY 


NATIONAL PARTIES 


1 CPI COMMUNIST PARTY OF INDIA 

2 CPM COMMUNIST PARTY OF INDIA (MARXIST) 
3. INC INDIAN NATIONAL CONGRESS 

4 JNP JANATA PARTY 


STATE PARTIES 
5. VHP VISHAL HARYANA PARTY 


REGISTERED(Unrecognised ) PARTIES 


6. RPI REPUBLICAN PARTY OF INDIA 

7. RPK REPUBLICAN PARTY OF INDIA (KHOBRAGADE) 

8. SUC SOCIALIST UNITY CENTRE OF INDIA 
INDEPENDENTS 

9. IND INDEPENDENTS 
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OTHER ABBREVIATIONS AND DESCRIPTION 


ABBREVIATION DESCRIPTION 
FD Forfeited Deposits 
Gen General Constituency 
SC Reserved for Scheduled Castes 
ST Reserved for Scheduled Tribes 
M Men 
W Women 
T Total 
N National Party 
S State Party 
U Registered (Unrecognised) Party 
Z Independent 


rptOtherAbbreviations - Page 1 of 1 


Election Commission of India - State Election, 1977 to the Legislative Assembly of HARYANA 


1. NO. OF CONSTITUENCIES 
TYPE OF CONSTITUENCY GEN Sc ST TOTAL 
NO. OF CONSTITUENCIES 73 17 (0) 90 
2. NO. OF CONTESTANTS 
NO. OF CONTESTANTS 1 2 3 4 5 6-10 11-15 | Above15 
IN A CONSTITUENCY 
NO. OF SUCH 0 0 4 11 13 48 13 1 
CONSTITUENCIES 
TOTAL CONTESTANTS IN FRAY 671 
AVERAGE CONTESTANTS PER CONSTITUENCY 7 
MINIMUM CONTESTANTS IN A CONSTITUENCY 3 
MAXIMUM CONTESTANTS IN A CONSTITUENCY 17 IN 51-FARIDABAD 
3. ELECTORS 
MEN WOMEN TOTAL 
i. NO. OF ELECTORS 3151697 2787124 5938821 
ii. NO. OF ELECTORS WHO VOTED 2128467 1699593 3828060 
iii, POLLING PERCENTAGE 67.53% 60.98% 64.46% 
4. NO.OF VALID VOTES 3780959 
5. NO. OF VOTES REJECTED 47101 (1.23% of Total Votes Polled) 


6. NO. OF POLLING STATIONS 


7. AVERAGE NO. OF ELECTORS 
PER POLLING STATION 


6428 


924 


8. PERFORMANCE OF WOMEN CANDIDATES VIS-A-VIS MEN CANDIDATES 


MEN 


WOMEN 


TOTAL 


i. NO. OF CONTESTANTS 


651 


20 


671 


ii. ELECTED 


86 


4 


90 


iii/ FORFEITED DEPOSITS 


466 


11 


477 
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LIST OF SUCCESSFUL CANDIDATES 


CONSTITUENCY 
KALKA 
NARAINGARH 
SADHAURA (SC) 
CHHACHHRAULI 
YAMUNANAGAR 
JAGADHRI 
MULLANA (SC) 
AMBALA CANTONMENT 
AMBALA CITY 
NAGGAL 


. INDRI 


NILOKHERI 
KARNAL 
JUNDLA (SC) 
GHARAUNDA 
ASSANDH (SC) 
PANIPAT 
SAMBHALKA 
NAULTHA 


. SHAHABAD 
. RADAUR (SC) 
. THANESAR 

. PEHOWA 


GUHLA (SC) 


. KAITHAL 

. PUNDRI 

. PAI 

. HASSANGARH 
. KILOI 


ROHTAK 


. MEHAM 
. KALANAUR (SC) 


BERI 
SALHAWAS 
JHAJJAR (SC) 
BADLI 


. BAHADURGARH 


BARODA (SC) 
GOHANA 


. KAILANA 
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WINNER 
LACHHMAN SINGH 
LAL SINGH 
BHAG MAL 
KANHAIYALAL 
KAMLA DEVI 
BRIJ MOHAN 
SHER SINGH 
SHUSHMA SWARAJ 
SHIV PRASHAD 
SUMER CHAND 
DES RAJ 

SHIV RAM 

RAM LAL 

PREM SINGH 
RAM PAL SINGH 
JOGI RAM 

FATEH CHAND 
MOOL CHAND 
SATBIR 
SURINDER SINGH 
LEHRI SINGH 
DEVINDER SHARMA 
TARA SINGH 
ISHWAR 
RAGHUNATH 
AGNIVESH 
JAGJIT SINGH POHLU 
SANT KUMAR 
HARI CHAND 
MANGAL SEIN 
HAR SARUP 

JAI NARAIN 

RAN SINGH 

RAM NARAIN 
MANGE RAM 
HARDWARI LAL 
MEHAR SINGH 
BHALLE RAM 
GANGA RAM 
SHANTI DEVI 


n 
fA 
* 


mS 5 5S EE EE ESEE KEE EEE SE REE EEE EE KR EERE KEE AEB HAE ERE ES 


Al. 
42. 
43. 
44. 
45. 
46. 
47. 
48. 
49. 
50. 
51. 
52. 
53. 
54. 
55. 
56. 
57. 
58. 
59. 
60. 
61. 
62. 
63. 
64. 
65. 
66. 
67. 
68. 
69. 
70. 
71. 
72. 
73. 
74. 
75. 
76. 
TP: 
78. 
79. 
80. 
81. 
82. 
83. 
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CONSTITUENCY 
SONEPAT 

RAI 

ROHAT 

KALAYAT (SC) 
NARWANA 
UCHANA KALAN 
RAJOND 

JIND 

JULANA 

SAFIDON 
FARIDABAD 
MEWLA MAHARAJPUR 
BALLABGARH 
PALWAL 
HASSANPUR (SC) 
HATHIN 
FEROZEPUR JHIRKA 
NUH 

TAORU 

SOHNA 

GURGAON 
PATAUDI (SC) 
BADHRA 

DADRI 

MUNDHAL KHURD 
BHIWANI 

TOSHAM 

LOHARU 

BAWANI KHERA (SC) 
BARWALA 
NARNAUND 
HANSI 

BHATTU KALAN 
HISSAR 

GHIRAI 

TOHANA 

RATIA (SC) 
FATEHABAD 
ADAMPUR 

DARBA KALAN 
ELLENABAD (SC) 
SIRSA 

RORI 


WINNER 

DEVI DASS 
RIZAQRAM 

OM PRAKASH 
PRIT SINGH 
SHAMSHER SINGH 
BIRENDER SINGH 
GULZAR SINGH 
MANGE RAM 

ZILE SINGH 

RAM KRISHAN 
DEEP CHAND BHATIA 
GAJRAJ NAGAR 
RAJINDER SINGH 
MOOL CHAND 
GAYA LAL 
ADITYA VESH 
SHAKRULLA 
SARDAR KHAN 
KHURSHED AHMED 
VIJAY PAL SINGH 


PRATAP SINGH THAKRAN 


NARAIN SINGH 
RAN SINGH 
HUKAM SINGH 
TEK RAM 

BIR SINGH 
SUNDER SINGH 
HIRA NAND 
JAGAN NATH 

JAI NARAIN 
VIRENDER SINGH 
BALDEV TAYAL 
DEVI LAL 
BALWANT RAI TAYAL 
KANWAL SINGH 
KARAM SINGH 
PEER CHAND 
HARPHUL SINGH 
BHAJAN LAL 
JAGDISH KUMAR 
BHAGI RAM 
SHANKAR LAL 
SUKHDEV SINGH 


n 
fA 
* 


SES 5S 5 5 555 5 555 55 525 555 5 555 55 5 5 5 5 5 5 EF EF EEE KRB EEE EE 


84. 
85. 
86. 
87. 
88. 
89. 


90. 
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CONSTITUENCY 
DABWALI (SC) 
BAWAL (SC) 

REWARI 

JATUSANA 
MAHENDRAGARH 
ATELI 


NARNAUL 


WINNER 

MANI RAM 
SHAKUNTALA 
RAM SINGH 
INDERJEET SINGH 
DALI SINGH 
BIRENDER SINGH 


AYODHYA PRASHAD 


SEX 


ZS 5 5 & ME 


PARTY 
JNP 

JNP 

JNP 

VHP 

VHP 

VHP 

JNP 


Election Commission of India - State Election, 1977 to the Legislative Assembly of HARYANA 


PERFORMANCE OF POLITICAL PARTIES 


PARTY VOTES POLLED VOTE % IN 
SEATS 
CONTESTED WON FD VOTES % CONTESTED 
NATIONAL PARTIES 
1. CPI 14 0 14 29196 0.77% 5.06% 
2. CPM 4 0 3 23191 0.61% 14.47% 
3. INC 83 3 38 648422 17.15% 18.69% 
4. JNP 90 75 3 1765566 46.70% 46.70% 
191 78 58 2466375 65.23% 
STATE PARTIES 
5. VHP 31 5 19 225478 5.96% 16.89% 
31 Ds 19 225478 5.96% 
REGISTERED (Unrecognised) PARTIES 
6. RPI 4 0 4 2058 0.05% 1.19% 
7. RPK 1 0 1 1150 0.03% 2.61% 
8. SUC 5 0 5 2916 0.08% 1.27% 
10 0 10 6124 0.16% 
INDEPENDENTS 
9. IND 439 7 390 1082982 28.64% 29.03% 
439 7 390 1082982 28.64% 
Grand Total : 671 90 477 3780959 
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CANDIDATES DATA SUMMARY 


NO. OF CONSTITUENCIES 


NOMINATIONS FILED 


a. Men 
b. Women 


c. Total 


NOMINATIONS REJECTED 


a. Men 
b. Women 


c. Total 


NOMINATIONS WITHDRAWN 


a. Men 
b. Women 


c. Total 


CONTESTING CANDIDATES 


a. Men 
b. Women 


c. Total 


FORFEITED DEPOSITS 


a. Men 
b. Women 


c. Total 


TYPE OF CONSTITUENCY 


GEN SC ST 
73 17 0 
1461 207 0 
23 6 0 
1484 213 0 
27 7 0 

0 0 0 

27 7 0 
899 84 0 
6 3 0 
905 87 0 
535 116 0 
17 3 0 
552 119 0 
383 83 0 
11 0 0 
394 83 0 


TOTAL 


90 


1668 
29 
1697 


466 
11 
477 
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ELECTORS DATA SUMMARY 


TYPE OF CONSTITUENCY 


GEN SC ST TOTAL 

1. NO. OF CONSTITUENCIES 73 17 0 90 
2. ELECTORS 

a. Men 2562168 589529 0 3151697 

b. Women 2259461 527663 0 2787124 

c. Total 4821629 1117192 0 5938821 
3. ELECTORS WHO VOTED 

a. Men 1759551 368916 0 2128467 

b. Women 1419200 280393 0 1699593 

c. Total 3178751 649309 0 3828060 
4. POLL PERCENTAGE 65.93 58.12 0.00 64.46 
5. VALID VOTES 3139678 641281 0 3780959 
6. REJECTED VOTES 

a. Votes 39073 8028 0 47101 

b. Percentage 1.23 0.00 0.00 1.23 
7s MISSING VOTES 0 0 0 0 
8. NO. OF POLLING STATIONS 5225 1203 0 6428 
9. AVERAGE NO. OF 923 929 0 924 

ELECTORS PER POLLING 
STATION 
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WOMEN CANDIDATES 


CONSTITUENCY 
Rank CANDIDATE PARTY Votes Polled Status Winner's Margin Total 
Votes % Aas nage 
5- YAMUNANAGAR 
1 KAMLA DEVI JNP 28596 64.15 Ww 28596 0 44574 
8- AMBALA CANTONMENT 
1 SHUSHMA SWARAJ JNP 19639 63.45 WwW 19639 0 30953 
9- AMBALA CITY 
2 LEKH WATI JAIN INC 8279 22.28 N 28237 19958 37157 
14- JUNDLA (SC) 
3 SHEELA DEVI INC 6569 20.07 N 14919 8350 32730 
19- NAULTHA 
7 PHOOL WATI IND 353 0.88 E 22023 21670 40087 
20- SHAHABAD 
4 SHANSHER KAUR IND 2983 7.50 E 20327 17344 39766 
25- KAITHAL 
2 OM PRABHA JAIN IND 16901 42.53 N 20846 3945 39740 
32- KALANAUR (SC) 
2 KARTAR DEVI INC 7079 21.29 N 23213 16134 33257 
40 - KAILANA 
1 SHANTI DEVI JNP 19299 43.87 WwW 19299 0 43990 
47 - RAJOND 
2 PARSANNI DEVI INC 5968 15.55 E 15353 9385 38376 
51- FARIDABAD 
7 RADHA BAI SACHDEVA IND 886 —-2.03 E 18671 17785 43656 
10 UMA IND 4220.97 E 18671 18249 43656 
53- BALLABGARH 
2 SHARDA RANI INC 16209 33.18 N 22597 6388 48852 
57- FEROZEPUR JHIRKA 
4 SHAMSHAD JNP 5237 12.19 E 9682 4445, 42947 
61- GURGAON 
3. KAMLA DEVI INC 5608 14.03 E 15543 9935 39961 
7 CHAMEL DEVI IND 751 «1.88 E 15543 14792 39961 
63- BADHRA 
4 DAYA KUMARI INC 3715 8.55 E 17423 13708 43433 
85 - BAWAL (SC) 
1 SHAKUNTALA JNP 20637 46.46 Ww 20637 0 44419 


87- JATUSANA 
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10 


CONSTITUENCY 


Rank CANDIDATE PARTY Votes Polled Status Winner's Margin _Total 
Votes Valid 
0 
Votes % Votes 
6  KAMLA YADAV IND 628 1.25 F 19799 19171 50081 
7 CHAMPADEVI IND 541 —-1.08 F 19799 19258 50081 


N.B. : Candidate Status : W - Winner, F - Forfeited Deposit, N - Not Won and not Forfeited Deposit. 


Total Women Contestants: 20 
Total Elected Women : 4 
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CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 1-KALKA 


MALE FEMALE TOTAL 

I. CANDIDATES 

1. NOMINATED 

2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 
Il. ELECTORS 

1. GENERAL 36656 29737 66393 

2. SERVICE 0 0 0 

3. TOTAL 36656 29737 66393 
II. ELECTORS WHO VOTED 

1. GENERAL 26766 19173 45939 

2. POSTAL 0 0 0 

3. TOTAL 26766 19173 45939 
IV. VOTES 

1. POLLED 45939 (69.19% of Total Electors) 

2. VALID 45408 

3. REJECTED 531 ( 1.16% of Total Votes Polled) 

4. MISSING 0 

5. TENDERED 0 


V. POLLING STATIONS 


NUMBER : 72 AVERAGE ELECTORS PER POLLING STATION : 922 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: JNP LACHHMAN SINGH 31915 
Runner up : IND KISHORI LAL 12338 
MARGIN 19577 ( 43.11% of Total Valid Votes ) 
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CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 2-NARAINGARH 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 32670 28866 61536 
2. SERVICE 0 0 0 
3, TOTAL 32670 28866 61536 
Ill. ELECTORS WHO VOTED 
1. GENERAL 23819 18454 42273 
2. POSTAL 0 0 0 
3. TOTAL 23819 18454 42273 
IV. VOTES 
1. POLLED 42273 ( 68.70% of Total Electors) 
2. VALID 41584 
3, REJECTED 689 ( 1.63% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 60 AVERAGE ELECTORS PER POLLING STATION : 1025 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : JNP LAL SINGH 20909 
Runner up : INC JAGJIT SINGH 12482 
MARGIN: 8427 ( 20.27% of Total Valid Votes ) 
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CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 3- SADHAURA (SC) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 36041 31473 67514 
2. SERVICE 0 0 0 
3, TOTAL 36041 31473 67514 
Ill. ELECTORS WHO VOTED 
1. GENERAL 26602 20152 46754 
2. POSTAL 0 0 0 
3. TOTAL 26602 20152 46754 
IV. VOTES 
1. POLLED 46754 (69.25% of Total Electors) 
2. VALID 45836 
3, REJECTED 918 ( 1.96% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : §8 AVERAGE ELECTORS PER POLLING STATION : 992 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : JNP BHAG MAL 23989 
Runner up : INC PRABHU RAM 16352 
MARGIN : 7637 ( 16.66% of Total Valid Votes ) 
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CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 4- CHHACHHRAULI 


MALE FEMALE TOTAL 

I. CANDIDATES 

1. NOMINATED 

2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 
Il. ELECTORS 

1. GENERAL 32040 27334 59374 

2. SERVICE 0 0 0 

3. TOTAL 32040 27334 59374 
II. ELECTORS WHO VOTED 

1. GENERAL 25431 19518 44949 

2. POSTAL 0 0 0 

3. TOTAL 25431 19518 44949 
IV. VOTES 

1. POLLED 44949 (75.70% of Total Electors) 

2. VALID 44126 

3. REJECTED 823 ( 1.83% of Total Votes Polled) 

4. MISSING 0 

5. TENDERED 0 


V. POLLING STATIONS 


NUMBER : ©2 AVERAGE ELECTORS PER POLLING STATION : 957 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC KANHAIYALAL 16603 
Runner up : IND RAM JATAN 12371 
MARGIN: 4232 (9.59% of Total Valid Votes ) 
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CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 5- YAMUNANAGAR 


MALE FEMALE TOTAL 

I. CANDIDATES 

1. NOMINATED 

2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 
Il. ELECTORS 

1. GENERAL 38616 30024 68640 

2. SERVICE 0 0 0 

3. TOTAL 38616 30024 68640 
Il. ELECTORS WHO VOTED 

1. GENERAL 25441 19494 44935 

2. POSTAL 0 0 0 

3. TOTAL 25441 19494 44935 
IV. VOTES 

1. POLLED 44935 (65.46% of Total Electors) 

2. VALID 44574 

3. REJECTED 361 ( 0.80% of Total Votes Polled) 

4. MISSING 0 

5. TENDERED 0 


V. POLLING STATIONS 


NUMBER : 71 AVERAGE ELECTORS PER POLLING STATION : 966 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : JNP KAMLA DEVI 28596 
Runner up : INC GIRISH CHANDRA 9953 
MARGIN: 18643 ( 41.82% of Total Valid Votes ) 
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CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 6- JAGADHRI 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 32536 28592 61128 
2. SERVICE 0 0 0 
3, TOTAL 32536 28592 61128 
Ill. ELECTORS WHO VOTED 
1. GENERAL 24283 19551 43834 
2. POSTAL 0 0 0 
3. TOTAL 24283 19551 43834 
IV. VOTES 
1. POLLED 43834 (71.71% of Total Electors) 
2. VALID 43281 
3, REJECTED 553 (| 1.26% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 61 AVERAGE ELECTORS PER POLLING STATION : 1002 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : JNP BRIJ MOHAN 24091 
Runner up : INC OM PRAKASH 17902 
MARGIN: 6189 ( 14.30% of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of HARYANA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 7 - MULLANA (SC) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 32481 30273 62754 
2. SERVICE 0 0 0 
3, TOTAL 32481 30273 62754 
Ill. ELECTORS WHO VOTED 
1. GENERAL 23233 19218 42451 
2. POSTAL 0 0 0 
3. TOTAL 23233 19218 42451 
IV. VOTES 
1. POLLED 42451 (67.65% of Total Electors) 
2. VALID 41884 
3, REJECTED 567 ( 1.34% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 66 AVERAGE ELECTORS PER POLLING STATION :; 950 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : JNP SHER SINGH 22351 
Runner up : INC PHOOL CHAND 16472 
MARGIN: 5879 ( 14.04% of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of HARYANA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 8 - AMBALA CANTONMENT 


MALE FEMALE TOTAL 

I. CANDIDATES 

1. NOMINATED 

2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 
Il. ELECTORS 

1. GENERAL 24912 21187 46099 

2. SERVICE 0 0 ) 

3. TOTAL 24912 21187 46099 
II. ELECTORS WHO VOTED 

1. GENERAL 16811 14454 31265 

2. POSTAL 0 0 0 

3. TOTAL 16811 14454 31265 
IV. VOTES 

1. POLLED 31265 (67.82% of Total Electors) 

2. VALID 30953 

3. REJECTED 312 ( 1.00% of Total Votes Polled) 

4. MISSING 0 

5. TENDERED 0 


V. POLLING STATIONS 


NUMBER : 49 AVERAGE ELECTORS PER POLLING STATION : 940 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : JNP SHUSHMA SWARAJ 19639 
Runner up : INC DEV. RAJ ANAND 9815 
MARGIN: 9824 ( 31.74% _ of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of HARYANA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 9- AMBALA CITY 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 31740 27375 59115 
2. SERVICE 0 0 0 
3, TOTAL 31740 27375 59115 
Ill. ELECTORS WHO VOTED 
1. GENERAL 19926 17630 37556 
2. POSTAL 0 0 0 
3. TOTAL 19926 17630 37556 
IV. VOTES 
1. POLLED 37556 ( 63.53% of Total Electors) 
2. VALID 37157 
3, REJECTED 399 ( 1.06% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 59 AVERAGE ELECTORS PER POLLING STATION : 1001 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : JNP SHIV PRASHAD 28237 
Runner up : INC LEKH WATI JAIN 8279 
MARGIN: 19958 ( 53.71% of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of HARYANA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 10 -NAGGAL 


MALE FEMALE TOTAL 

I. CANDIDATES 

1. NOMINATED 

2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 
Il. ELECTORS 

1. GENERAL 31781 28202 59983 

2. SERVICE 0 0 0 

3. TOTAL 31781 28202 59983 
II. ELECTORS WHO VOTED 

1. GENERAL 24053 19601 43654 

2. POSTAL 0 0 0 

3. TOTAL 24053 19601 43654 
IV. VOTES 

1. POLLED 43654 (72.78% of Total Electors) 

2. VALID 42987 

3. REJECTED 667 ( 1.53% of Total Votes Polled) 

4. MISSING 0 

5. TENDERED 0 


V. POLLING STATIONS 


NUMBER : 6 AVERAGE ELECTORS PER POLLING STATION : 922 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner JNP SUMER CHAND 22522 
Runner up : INC HAR MOHINDER SINGH 19253 
MARGIN 3269 ( 7.60% — of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of HARYANA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 11-INDRI 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 33779 29953 63732 
2. SERVICE 0 0 0 
3, TOTAL 33779 29953 63732 
Ill. ELECTORS WHO VOTED 
1. GENERAL 25345 20279 45624 
2. POSTAL 0 0 0 
3. TOTAL 25345 20279 45624 
IV. VOTES 
1. POLLED 45624 (71.59% of Total Electors) 
2. VALID 45006 
3, REJECTED 618 ( 1.35% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 66 AVERAGE ELECTORS PER POLLING STATION : 965 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : JNP DES RAJ 30386 
Runner up : INC SURJIT SINGH 13493 
MARGIN: 16893 ( 37.53% of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of HARYANA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 12 - NILOKHERI 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 31523 28146 59669 
2. SERVICE 0 0 0 
3, TOTAL 31523 28146 59669 
Ill. ELECTORS WHO VOTED 
1. GENERAL 23366 18750 42116 
2. POSTAL 0 0 0 
3. TOTAL 23366 18750 42116 
IV. VOTES 
1. POLLED 42116 (70.58% of Total Electors) 
2. VALID 41529 
3, REJECTED 587 (| 1.39% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : &2 AVERAGE ELECTORS PER POLLING STATION : 962 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : JNP SHIV RAM 16953 
Runner up : IND DALJIT SINGH 7757 
MARGIN: 9196 ( 22.14% of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of HARYANA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 13 - KARNAL 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 33214 29385 62599 
2. SERVICE 0 0 0 
3. TOTAL 33214 29385 62599 
Ill. ELECTORS WHO VOTED 
1. GENERAL 20853 18081 38934 
2. POSTAL 0 0 0 
3, TOTAL 20853 18081 38934 
IV. VOTES 
1. POLLED 38934 (62.20% of Total Electors) 
2. VALID 38497 
3, REJECTED 437 ( 1.12% of Total Votes Polled) 
4, MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 978 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : JNP RAM LAL 25236 
Runner up : INC RAM SARUP 7303 
MARGIN: 17933 ( 46.58% of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of HARYANA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 14- JUNDLA (SC) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 34104 30356 64460 
2. SERVICE 0 0 0 
3. TOTAL 34104 30356 64460 
Il. ELECTORS WHO VOTED 
1. GENERAL 19473 13683 33156 
2. POSTAL 0 0 0 
3. TOTAL 19473 13683 33156 
IV. VOTES 
1. POLLED 33156 (51.44% of Total Electors) 
2. VALID 32730 
3, REJECTED 426 (| 1.28% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : © AVERAGE ELECTORS PER POLLING STATION :976 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : JNP PREM SINGH 14919 
Runner up : IND BANWARI RAM 11093 
MARGIN: 3826 ( 11.69% of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of HARYANA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 15-GHARAUNDA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 35549 29039 64588 
2. SERVICE 0 0 0 
3, TOTAL 35549 29039 64588 
Ill. ELECTORS WHO VOTED 
1. GENERAL 23464 18402 41866 
2. POSTAL 0 0 0 
3. TOTAL 23464 18402 41866 
IV. VOTES 
1. POLLED 41866 ( 64.82% of Total Electors) 
2. VALID 41265 
3, REJECTED 601 ( 1.44% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : §7 AVERAGE ELECTORS PER POLLING STATION : 964 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : JNP RAM PAL SINGH 17949 
Runner up : IND OM PARKASH S/O HARI CHAND 6997 
MARGIN: 10952 ( 26.54% of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of HARYANA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 16 - ASSANDH (SC) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 33128 30243 63371 
2. SERVICE 0 0 0 
3, TOTAL 33128 30243 63371 
Ill. ELECTORS WHO VOTED 
1. GENERAL 18771 12618 31389 
2. POSTAL 0 0 0 
3. TOTAL 18771 12618 31389 
IV. VOTES 
1. POLLED 31389 ( 49.53% of Total Electors) 
2. VALID 31020 
3, REJECTED 369 ( 1.18% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 990 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : JNP JOGI RAM 22537 
Runner up : INC KARAM CHAND 3953 
MARGIN: 18584 (59.91% of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of HARYANA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 17 - PANIPAT 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 35488 30152 65640 
2. SERVICE 0 0 0 
3, TOTAL 35488 30152 65640 
Ill. ELECTORS WHO VOTED 
1. GENERAL 22819 19145 41964 
2. POSTAL 0 0 0 
3. TOTAL 22819 19145 41964 
IV. VOTES 
1. POLLED 41964 ( 63.93% of Total Electors) 
2. VALID 41642 
3, REJECTED 322 ( 0.77% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 9 AVERAGE ELECTORS PER POLLING STATION : 951 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : JNP FATEH CHAND 28988 
Runner up : INC KASTURI LAL 9721 
MARGIN  : 19267 ( 46.27% of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of HARYANA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 18 -SAMBHALKA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 35434 30337 65771 
2. SERVICE 0 0 0 
3, TOTAL 35434 30337 65771 
Ill. ELECTORS WHO VOTED 
1. GENERAL 25066 18758 43824 
2. POSTAL 0 0 0 
3. TOTAL 25066 18758 43824 
IV. VOTES 
1. POLLED 43824 ( 66.63% of Total Electors) 
2. VALID 43169 
3, REJECTED 655 ( 1.49% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : §8 AVERAGE ELECTORS PER POLLING STATION : 967 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : JNP MOOL CHAND 16273 
Runner up : INC HARI SINGH 8027 
MARGIN: 8246 (19.10% of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of HARYANA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 19 - NAULTHA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 32182 28865 61047 
2. SERVICE 0 0 0 
3, TOTAL 32182 28865 61047 
II. ELECTORS WHO VOTED 
1. GENERAL 22818 17824 40642 
2. POSTAL 0 0 0 
3, TOTAL 22818 17824 40642 
IV. VOTES 
1. POLLED 40642 (66.57% of Total Electors) 
2. VALID 40087 
3, REJECTED 555 ( 1.37% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 63 AVERAGE ELECTORS PER POLLING STATION : 969 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : JNP SATBIR 22023 
Runner up : INC MANSA RAM 8662 
MARGIN: 13361 ( 33.33% of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of HARYANA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 20 - SHAHABAD 


MALE FEMALE TOTAL 

I. CANDIDATES 

1. NOMINATED 

2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 
Il. ELECTORS 

1. GENERAL 31570 28307 59877 

2. SERVICE 0 0 ) 

3. TOTAL 31570 28307 59877 
II. ELECTORS WHO VOTED 

1. GENERAL 22590 17570 40160 

2. POSTAL 0 0 0 

3. TOTAL 22590 17570 40160 
IV. VOTES 

1. POLLED 40160 (67.07% of Total Electors) 

2. VALID 39766 

3. REJECTED 394 ( 0.98% of Total Votes Polled) 

4. MISSING 0 

5. TENDERED 0 


V. POLLING STATIONS 


NUMBER : ©4 AVERAGE ELECTORS PER POLLING STATION : 935 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : JNP SURINDER SINGH 20327 
Runner up : INC AMIR CHAND 7182 
MARGIN: 13145 ( 33.06% of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of HARYANA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 21-RADAUR (SC) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 29827 26633 56460 
2. SERVICE 0 0 0 
3, TOTAL 29827 26633 56460 
II. ELECTORS WHO VOTED 
1. GENERAL 22020 16543 38563 
2. POSTAL 0 0 0 
3, TOTAL 22020 16543 38563 
IV. VOTES 
1. POLLED 38563 ( 68.30% of Total Electors) 
2. VALID 38153 
3, REJECTED 410 ( 1.06% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : &1 AVERAGE ELECTORS PER POLLING STATION : 925 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : JNP LEHRI SINGH 19868 
Runner up : IND RAM SINGH 8728 
MARGIN: 11140 ( 29.20% of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of HARYANA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 22 - THANESAR 


MALE FEMALE TOTAL 

I. CANDIDATES 

1. NOMINATED 

2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 
Il. ELECTORS 

1. GENERAL 31150 26918 58068 

2. SERVICE 0 0 ) 

3. TOTAL 31150 26918 58068 
II. ELECTORS WHO VOTED 

1. GENERAL 22597 18351 40948 

2. POSTAL 0 0 0 

3. TOTAL 22597 18351 40948 
IV. VOTES 

1. POLLED 40948 (70.52% of Total Electors) 

2. VALID 40532 

3. REJECTED 416 (| 1.02% of Total Votes Polled) 

4. MISSING 0 

5. TENDERED 0 


V. POLLING STATIONS 


NUMBER : &1 AVERAGE ELECTORS PER POLLING STATION : 951 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: JNP DEVINDER SHARMA 28044 
Runner up : INC OM PRAKASH 12126 
MARGIN 15918 (39.27% of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of HARYANA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 23 - PEHOWA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 34203 30207 64410 
2. SERVICE 0 0 0 
3, TOTAL 34203 30207 64410 
Ill. ELECTORS WHO VOTED 
1. GENERAL 24532 19136 43668 
2. POSTAL 0 0 0 
3. TOTAL 24532 19136 43668 
IV. VOTES 
1. POLLED 43668 (67.80% of Total Electors) 
2. VALID 43123 
3, REJECTED 545 (| 1.25% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 70 AVERAGE ELECTORS PER POLLING STATION : 920 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : JNP TARA SINGH 16992 
Runner up : INC PIARA SINGH 7904 
MARGIN: 9088 ( 21.07% of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of HARYANA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 24- GUHLA (SC) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 33986 29494 63480 
2. SERVICE 0 0 0 
3, TOTAL 33986 29494 63480 
II. ELECTORS WHO VOTED 
1. GENERAL 21415 15008 36423 
2. POSTAL 0 0 0 
3, TOTAL 21415 15008 36423 
IV. VOTES 
1. POLLED 36423 (57.38% of Total Electors) 
2. VALID 35940 
3, REJECTED 483 ( 1.33% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 69 AVERAGE ELECTORS PER POLLING STATION : 920 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : JNP ISHWAR 20824 
Runner up : IND SANT RAM 5057 
MARGIN: 15767 ( 43.87% of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of HARYANA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 25 - KAITHAL 


MALE FEMALE TOTAL 

I. CANDIDATES 

1. NOMINATED 

2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 
Il. ELECTORS 

1. GENERAL 30224 26240 56464 

2. SERVICE 0 0 0 

3. TOTAL 30224 26240 56464 
Il. ELECTORS WHO VOTED 

1. GENERAL 22063 18031 40094 

2. POSTAL 0 0 0 

3. TOTAL 22063 18031 40094 
IV. VOTES 

1. POLLED 40094 (71.01% of Total Electors) 

2. VALID 39740 

3. REJECTED 354 ( 0.88% of Total Votes Polled) 

4. MISSING 0 

5. TENDERED 0 


V. POLLING STATIONS 


NUMBER : ©1 AVERAGE ELECTORS PER POLLING STATION : 925 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : JNP RAGHUNATH 20846 
Runner up : IND OM PRABHA JAIN 16901 
MARGIN: 3945 (9.93% of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of HARYANA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 26 - PUNDRI 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 32798 29314 62112 
2. SERVICE 0 0 0 
3. TOTAL 32798 29314 62112 
Ill. ELECTORS WHO VOTED 
1. GENERAL 23719 17966 41685 
2. POSTAL 0 0 0 
3, TOTAL 23719 17966 41685 
IV. VOTES 
1. POLLED 41685 (67.11% of Total Electors) 
2. VALID 41214 
3, REJECTED 471 ( 1.13% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 72 AVERAGE ELECTORS PER POLLING STATION : 862 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : JNP AGNIVESH 24256 
Runner up : INC ANTRAM 7546 
MARGIN: 16710 ( 40.54% of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of HARYANA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 27 - PAI 


MALE FEMALE TOTAL 

I. CANDIDATES 

1. NOMINATED 

2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 
Il. ELECTORS 

1. GENERAL 32539 29117 61656 

2. SERVICE 0 0 ) 

3. TOTAL 32539 29117 61656 
II. ELECTORS WHO VOTED 

1. GENERAL 23511 16256 39767 

2. POSTAL 0 0 0 

3. TOTAL 23511 16256 39767 
IV. VOTES 

1. POLLED 39767 (64.50% of Total Electors) 

2. VALID 39240 

3. REJECTED 527 ( 1.33% of Total Votes Polled) 

4. MISSING 0 

5. TENDERED 0 


V. POLLING STATIONS 


NUMBER : © AVERAGE ELECTORS PER POLLING STATION : 920 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner VHP JAGJIT SINGH POHLU 17997 
Runner up : JNP KUSHAL PAL SINGH 13827 
MARGIN 4170 ( 10.63% of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of HARYANA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 28 - HASSANGARH 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 33054 30329 63383 
2. SERVICE 0 0 0 
3, TOTAL 33054 30329 63383 
Ill. ELECTORS WHO VOTED 
1. GENERAL 21045 17150 38195 
2. POSTAL 0 0 0 
3. TOTAL 21045 17150 38195 
IV. VOTES 
1. POLLED 38195 (60.26% of Total Electors) 
2. VALID 37857 
3, REJECTED 338 ( 0.88% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 66 AVERAGE ELECTORS PER POLLING STATION :; 960 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : JNP SANT KUMAR 19191 
Runner up : VHP SHEONATH 11429 
MARGIN : 7762 ( 20.50% of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of HARYANA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 29 - KILOI 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 30608 27610 58218 
2. SERVICE 0 0 0 
3, TOTAL 30608 27610 58218 
Ill. ELECTORS WHO VOTED 
1. GENERAL 19758 15948 35706 
2. POSTAL 0 0 0 
3. TOTAL 19758 15948 35706 
IV. VOTES 
1. POLLED 35706 ( 61.33% of Total Electors) 
2. VALID 35372 
3, REJECTED 334 ( 0.94% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : &2 AVERAGE ELECTORS PER POLLING STATION : 939 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : JNP HARI CHAND 19357 
Runner up : INC RANBIR SINGH 10530 
MARGIN: 8827 ( 24.95% of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of HARYANA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 30 - ROHTAK 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 41229 35327 76556 
2. SERVICE 0 0 0 
3, TOTAL 41229 35327 76556 
Ill. ELECTORS WHO VOTED 
1. GENERAL 26693 23803 50496 
2. POSTAL 0 0 0 
3. TOTAL 26693 23803 50496 
IV. VOTES 
1. POLLED 50496 (65.96% of Total Electors) 
2. VALID 50073 
3, REJECTED 423 ( 0.84% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 7 AVERAGE ELECTORS PER POLLING STATION : 1020 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : JNP MANGAL SEIN 33650 
Runner up : INC SRI KISHAN DAS 16109 
MARGIN: 17541 ( 35.03% of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of HARYANA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 31-MEHAM 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 36107 32267 68374 
2. SERVICE 0 0 0 
3, TOTAL 36107 32267 68374 
Ill. ELECTORS WHO VOTED 
1. GENERAL 24771 19332 44103 
2. POSTAL 0 0 0 
3. TOTAL 24771 19332 44103 
IV. VOTES 
1. POLLED 44103 ( 64.50% of Total Electors) 
2. VALID 43716 
3, REJECTED 387 ( 0.88% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : §8 AVERAGE ELECTORS PER POLLING STATION ; 1005 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : JNP HAR SARUP 21509 
Runner up : IND WAZIR SINGH 7524 
MARGIN: 13985 ( 31.99% of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of HARYANA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 32 - KALANAUR (SC) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 30553 28201 58754 
2. SERVICE 0 0 0 
3, TOTAL 30553 28201 58754 
Ill. ELECTORS WHO VOTED 
1. GENERAL 18321 15286 33607 
2. POSTAL 0 0 0 
3. TOTAL 18321 15286 33607 
IV. VOTES 
1. POLLED 33607 (57.20% of Total Electors) 
2. VALID 33257 
3, REJECTED 350 (| 1.04% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 61 AVERAGE ELECTORS PER POLLING STATION : 963 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : JNP JAI NARAIN 23213 
Runner up : INC KARTAR DEVI 7079 
MARGIN: 16134 ( 48.51% of Total Valid Votes ) 


rptConstituencySummary - Page 32 of 90 
43 


Election Commission of India, State Election, 1977 to the Legislative Assembly of HARYANA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 33 - BERI 


MALE FEMALE TOTAL 

I. CANDIDATES 

1. NOMINATED 

2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 
Il. ELECTORS 

1. GENERAL 32879 30908 63787 

2. SERVICE 0 0 0 

3. TOTAL 32879 30908 63787 
II. ELECTORS WHO VOTED 

1. GENERAL 22537 19636 42173 

2. POSTAL 0 0 0 

3. TOTAL 22537 19636 42173 
IV. VOTES 

1. POLLED 42173 (66.12% of Total Electors) 

2. VALID 41704 

3. REJECTED 469 (| 1.11% of Total Votes Polled) 

4. MISSING 0 

5. TENDERED 0 


V. POLLING STATIONS 


NUMBER : 69 AVERAGE ELECTORS PER POLLING STATION : 924 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner JNP RAN SINGH 22228 
Runner up : IND DALIP SINGH 18244 
MARGIN 3984 (9.55% — of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of HARYANA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 34-SALHAWAS 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 32727 32094 64821 
2. SERVICE 0 0 0 
3. TOTAL 32727 32094 64821 
II. ELECTORS WHO VOTED 
1. GENERAL 19708 17207 36915 
2. POSTAL 0 0 0 
3, TOTAL 19708 17207 36915 
IV. VOTES 
1. POLLED 36915 (56.95% of Total Electors) 
2. VALID 36338 
3, REJECTED 577 ( 1.56% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 6 AVERAGE ELECTORS PER POLLING STATION : 982 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : JNP RAM NARAIN 20982 
Runner up : IND RAJ SINGH 6145 
MARGIN: 14837 ( 40.83% of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of HARYANA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 35 - JHAJJAR (SC) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 35813 33629 69442 
2. SERVICE 0 0 0 
3, TOTAL 35813 33629 69442 
Ill. ELECTORS WHO VOTED 
1. GENERAL 20533 16519 37052 
2. POSTAL 0 0 0 
3. TOTAL 20533 16519 37052 
IV. VOTES 
1. POLLED 37052 (53.36% of Total Electors) 
2. VALID 36698 
3, REJECTED 354 ( 0.96% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 73 AVERAGE ELECTORS PER POLLING STATION : 951 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : JNP MANGE RAM 18001 
Runner up : VHP BANARSI DAS 8057 
MARGIN: 9944 ( 27.10% of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of HARYANA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 36-BADLI 


MALE FEMALE TOTAL 

I. CANDIDATES 

1. NOMINATED 

2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 
Il. ELECTORS 

1. GENERAL 31807 30075 61882 

2. SERVICE 0 0 ) 

3. TOTAL 31807 30075 61882 
II. ELECTORS WHO VOTED 

1. GENERAL 19789 16987 36776 

2. POSTAL 0 0 0 

3. TOTAL 19789 16987 36776 
IV. VOTES 

1. POLLED 36776 (59.43% of Total Electors) 

2. VALID 36456 

3. REJECTED 320 ( 0.87% of Total Votes Polled) 

4. MISSING 0 

5. TENDERED 0 


V. POLLING STATIONS 


NUMBER : © AVERAGE ELECTORS PER POLLING STATION : 937 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : IND HARDWARI LAL 12715 
Runner up : JNP UDE SINGH 12328 
MARGIN: 387 ( 1.06% of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of HARYANA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 37 - BAHADURGARH 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 39943 34575 74518 
2. SERVICE 0 0 0 
3, TOTAL 39943 34575 74518 
Ill. ELECTORS WHO VOTED 
1. GENERAL 24878 20218 45096 
2. POSTAL 0 0 0 
3. TOTAL 24878 20218 45096 
IV. VOTES 
1. POLLED 45096 (60.52% of Total Electors) 
2. VALID 44729 
3, REJECTED 367 ( 0.81% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 79 AVERAGE ELECTORS PER POLLING STATION : 943 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : JNP MEHAR SINGH 21732 
Runner up : IND MANGE RAM 11878 
MARGIN: 9854 ( 22.03% of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of HARYANA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 38 - BARODA (SC) 


MALE FEMALE TOTAL 

I. CANDIDATES 

1. NOMINATED 

2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 
Il. ELECTORS 

1. GENERAL 35925 32080 68005 

2. SERVICE 0 0 ) 

3. TOTAL 35925 32080 68005 
II. ELECTORS WHO VOTED 

1. GENERAL 23550 17533 41083 

2. POSTAL 0 0 0 

3. TOTAL 23550 17533 41083 
IV. VOTES 

1. POLLED 41083 (60.41% of Total Electors) 

2. VALID 40598 

3. REJECTED 485 ( 1.18% of Total Votes Polled) 

4. MISSING 0 

5. TENDERED 0 


V. POLLING STATIONS 


NUMBER : 76 AVERAGE ELECTORS PER POLLING STATION : 894 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner JNP BHALLE RAM 14705 
Runner up : IND DARYA SINGH 10672 
MARGIN 4033 ( 9.93% of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of HARYANA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 39 - GOHANA 


MALE FEMALE TOTAL 

I. CANDIDATES 

1. NOMINATED 

2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 
Il. ELECTORS 

1. GENERAL 39174 35305 74479 

2. SERVICE 0 0 0 

3. TOTAL 39174 35305 74479 
II. ELECTORS WHO VOTED 

1. GENERAL 26552 22348 48900 

2. POSTAL 0 0 0 

3. TOTAL 26552 22348 48900 
IV. VOTES 

1. POLLED 48900 (65.66% of Total Electors) 

2. VALID 48481 

3. REJECTED 419 ( 0.86% of Total Votes Polled) 

4. MISSING 0 

5. TENDERED 0 


V. POLLING STATIONS 


NUMBER : 80 AVERAGE ELECTORS PER POLLING STATION : 930 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner IND GANGA RAM 18649 
Runner up : JINP RAM DHARI 17337 
MARGIN 1312 ( 2.71% of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of HARYANA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 40 -KAILANA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 35169 31646 66815 
2. SERVICE 0 0 0 
3, TOTAL 35169 31646 66815 
Ill. ELECTORS WHO VOTED 
1. GENERAL 24672 19860 44532 
2. POSTAL 0 0 0 
3. TOTAL 24672 19860 44532 
IV. VOTES 
1. POLLED 44532 ( 66.65% of Total Electors) 
2. VALID 43990 
3, REJECTED 542 (| 1.22% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 76 AVERAGE ELECTORS PER POLLING STATION : 879 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : JNP SHANTI DEVI 19299 
Runner up : VHP RAJINDER SINGH 14449 
MARGIN: 4850 ( 11.03% of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of HARYANA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 41 -SONEPAT 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 37191 32184 69375 
2. SERVICE 0 0 0 
3, TOTAL 37191 32184 69375 
Ill. ELECTORS WHO VOTED 
1. GENERAL 23352 20846 44198 
2. POSTAL 0 0 0 
3. TOTAL 23352 20846 44198 
IV. VOTES 
1. POLLED 44198 ( 63.71% of Total Electors) 
2. VALID 43773 
3, REJECTED 425 ( 0.96% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 73 AVERAGE ELECTORS PER POLLING STATION :; 950 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : JNP DEVI DASS 26456 
Runner up : INC CHIRANJI LAL 12722 
MARGIN: 13734 ( 31.38% of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of HARYANA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 42 - RAT 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 35196 31500 66696 
2. SERVICE 0 0 0 
3, TOTAL 35196 31500 66696 
Ill. ELECTORS WHO VOTED 
1. GENERAL 23674 19276 42950 
2. POSTAL 0 0 0 
3. TOTAL 23674 19276 42950 
IV. VOTES 
1. POLLED 42950 ( 64.40% of Total Electors) 
2. VALID 42467 
3, REJECTED 483 ( 1.12% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 74 AVERAGE ELECTORS PER POLLING STATION : 901 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : JNP RIZAQRAM 21186 
Runner up : INC JASWANT SINGH 16258 
MARGIN: 4928 ( 11.60% of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of HARYANA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 43 - ROHAT 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 33923 32314 66237 
2. SERVICE 0 0 0 
3, TOTAL 33923 32314 66237 
Ill. ELECTORS WHO VOTED 
1. GENERAL 21992 19023 41015 
2. POSTAL 0 0 0 
3. TOTAL 21992 19023 41015 
IV. VOTES 
1. POLLED 41015 (61.92% of Total Electors) 
2. VALID 40577 
3, REJECTED 438 ( 1.07% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 71 AVERAGE ELECTORS PER POLLING STATION : 932 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : JNP OM PRAKASH 23396 
Runner up : INC NAWAL SINGH 6897 
MARGIN: 16499 ( 40.66% of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of HARYANA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 44-KALAYAT (SC) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 30930 27520 58450 
2. SERVICE 0 0 0 
3, TOTAL 30930 27520 58450 
II. ELECTORS WHO VOTED 
1. GENERAL 18841 11871 30712 
2. POSTAL 0 0 0 
3, TOTAL 18841 11871 30712 
IV. VOTES 
1. POLLED 30712 (52.54% of Total Electors) 
2. VALID 30348 
3, REJECTED 364 ( 1.19% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 6 AVERAGE ELECTORS PER POLLING STATION : 885 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : JNP PRIT SINGH 12953 
Runner up : IND MARU 5494 
MARGIN : 7459 ( 24.58% of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of HARYANA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 45-NARWANA 


MALE FEMALE TOTAL 

I. CANDIDATES 

1. NOMINATED 

2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 
Il. ELECTORS 

1. GENERAL 30485 27990 58475 

2. SERVICE 0 0 ) 

3. TOTAL 30485 27990 58475 
II. ELECTORS WHO VOTED 

1. GENERAL 23387 18400 41787 

2. POSTAL 0 0 0 

3. TOTAL 23387 18400 41787 
IV. VOTES 

1. POLLED 41787 (71.46% of Total Electors) 

2. VALID 41165 

3. REJECTED 622 ( 1.49% of Total Votes Polled) 

4. MISSING 0 

5. TENDERED 0 


V. POLLING STATIONS 


NUMBER : © AVERAGE ELECTORS PER POLLING STATION : 872 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC SHAMSHER SINGH 9078 
Runner up : IND TEK CHAND 8242 
MARGIN: 836 ( 2.03% of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of HARYANA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 46 - UCHANA KALAN 


MALE FEMALE TOTAL 

I. CANDIDATES 

1. NOMINATED 

2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 
Il. ELECTORS 

1. GENERAL 34272 30894 65166 

2. SERVICE 0 0 ) 

3. TOTAL 34272 30894 65166 
II. ELECTORS WHO VOTED 

1. GENERAL 26395 20231 46626 

2. POSTAL 0 0 0 

3. TOTAL 26395 20231 46626 
IV. VOTES 

1. POLLED 46626 (71.55% of Total Electors) 

2. VALID 46061 

3. REJECTED 565 (| 1.21% of Total Votes Polled) 

4. MISSING 0 

5. TENDERED 0 


V. POLLING STATIONS 


NUMBER : 74 AVERAGE ELECTORS PER POLLING STATION : 880 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC BIRENDER SINGH 12120 
Runner up : JNP RANBIR SINGH 10488 
MARGIN: 1632 (3.54% _ of Total Valid Votes ) 


rptConstituencySummary - Page 46 of 90 


57 


Election Commission of India, State Election, 1977 to the Legislative Assembly of HARYANA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 47 - RAJOND 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 30801 27582 58383 
2. SERVICE 0 0 0 
3, TOTAL 30801 27582 58383 
Ill. ELECTORS WHO VOTED 
1. GENERAL 21961 16872 38833 
2. POSTAL 0 0 0 
3. TOTAL 21961 16872 38833 
IV. VOTES 
1. POLLED 38833 (66.51% of Total Electors) 
2. VALID 38376 
3, REJECTED 457 ( 1.18% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 6 AVERAGE ELECTORS PER POLLING STATION : 898 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : JNP GULZAR SINGH 15353 
Runner up : INC PARSANNI DEVI 5968 
MARGIN: 9385 ( 24.46% of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of HARYANA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 48 - JIND 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 32185 29084 61269 
2. SERVICE 0 0 0 
3, TOTAL 32185 29084 61269 
Ill. ELECTORS WHO VOTED 
1. GENERAL 23526 19554 43080 
2. POSTAL 0 0 0 
3. TOTAL 23526 19554 43080 
IV. VOTES 
1. POLLED 43080 (70.31% of Total Electors) 
2. VALID 42626 
3, REJECTED 454 ( 1.05% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER :: 77 AVERAGE ELECTORS PER POLLING STATION : 795 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : IND MANGE RAM 15751 
Runner up : JNP PRATAP SINGH 9646 
MARGIN: 6105 ( 14.32% _ of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of HARYANA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 49 - JULANA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 31307 28355 59662 
2. SERVICE 0 0 0 
3, TOTAL 31307 28355 59662 
II. ELECTORS WHO VOTED 
1. GENERAL 23713 18600 42313 
2. POSTAL 0 0 0 
3, TOTAL 23713 18600 42313 
IV. VOTES 
1. POLLED 42313 (70.92% of Total Electors) 
2. VALID 41972 
3, REJECTED 341 ( 0.81% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 68 AVERAGE ELECTORS PER POLLING STATION : 877 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : JNP ZILE SINGH 16407 
Runner up : IND GHASI RAM 9414 
MARGIN: 6993 ( 16.66% of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of HARYANA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 50 - SAFIDON 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 34438 30996 65434 
2. SERVICE 0 0 0 
3. TOTAL 34438 30996 65434 
Il. ELECTORS WHO VOTED 
1. GENERAL 24609 19572 44181 
2. POSTAL 0 0 0 
3. TOTAL 24609 19572 44181 
IV. VOTES 
1. POLLED 44181 (67.52% of Total Electors) 
2. VALID 43678 
3, REJECTED 503 ( 1.14% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER: 72 AVERAGE ELECTORS PER POLLING STATION : 896 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : JNP RAM KRISHAN 18930 
Runner up : INC PRATAP SINGH 7192 
MARGIN: 11738 ( 26.87% of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of HARYANA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 51 -FARIDABAD 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 45464 33396 78860 
2. SERVICE 0 0 0 
3, TOTAL 45464 33396 78860 
Ill. ELECTORS WHO VOTED 
1. GENERAL 25792 18391 44183 
2. POSTAL 0 0 0 
3. TOTAL 25792 18391 44183 
IV. VOTES 
1. POLLED 44183 (56.03% of Total Electors) 
2. VALID 43656 
3, REJECTED 527 ( 1.19% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : °% AVERAGE ELECTORS PER POLLING STATION : 938 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : JNP DEEP CHAND BHATIA 18671 
Runner up : INC AIKAGAR CHAND CHAUDHRY 12680 
MARGIN: 5991 ( 13.72% of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of HARYANA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 52 -MEWLA MAHARAJPUR 


MALE FEMALE TOTAL 

I. CANDIDATES 

1. NOMINATED 

2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 
Il. ELECTORS 

1. GENERAL 37957 29577 67534 

2. SERVICE 0 0 0 

3. TOTAL 37957 29577 67534 
Ill. ELECTORS WHO VOTED 

1. GENERAL 23249 17047 40296 

2. POSTAL 0 0 0 

3. TOTAL 23249 17047 40296 
IV. VOTES 

1. POLLED 40296 (59.67% of Total Electors) 

2. VALID 39715 

3. REJECTED 581 ( 1.44% of Total Votes Polled) 

4. MISSING 0 

5. TENDERED 0 


V. POLLING STATIONS 


NUMBER : 72 AVERAGE ELECTORS PER POLLING STATION : 937 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : JNP GAJRAJ NAGAR 13846 
Runner up : IND MOHINDER PRATAP SINGH 13074 
MARGIN: 772 (1.94% _ of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of HARYANA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 53 - BALLABGARH 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 38610 33100 71710 
2. SERVICE 0 0 0 
3, TOTAL 38610 33100 71710 
Ill. ELECTORS WHO VOTED 
1. GENERAL 27631 21864 49495 
2. POSTAL 0 0 0 
3. TOTAL 27631 21864 49495 
IV. VOTES 
1. POLLED 49495 (69.02% of Total Electors) 
2. VALID 48852 
3, REJECTED 643 ( 1.30% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 79 AVERAGE ELECTORS PER POLLING STATION : 907 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : IND RAJINDER SINGH 22597 
Runner up : INC SHARDA RANI 16209 
MARGIN: 6388 ( 13.08% of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of HARYANA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 54-PALWAL 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 36814 32838 69652 
2. SERVICE 0 0 0 
3, TOTAL 36814 32838 69652 
Ill. ELECTORS WHO VOTED 
1. GENERAL 26662 21416 48078 
2. POSTAL 0 0 0 
3. TOTAL 26662 21416 48078 
IV. VOTES 
1. POLLED 48078 ( 69.03% of Total Electors) 
2. VALID 47553 
3, REJECTED 525 ( 1.09% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 73 AVERAGE ELECTORS PER POLLING STATION :; 954 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : JNP MOOL CHAND 24127 
Runner up : INC KALYAN SINGH 14112 
MARGIN: 10015 ( 21.06% of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of HARYANA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 55 - HASSANPUR (SC) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 36605 32290 68895 
2. SERVICE 0 0 0 
3, TOTAL 36605 32290 68895 
Ill. ELECTORS WHO VOTED 
1. GENERAL 23386 16571 39957 
2. POSTAL 0 0 0 
3. TOTAL 23386 16571 39957 
IV. VOTES 
1. POLLED 39957 (58.00% of Total Electors) 
2. VALID 39525 
3, REJECTED 432 ( 1.08% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 7 AVERAGE ELECTORS PER POLLING STATION : 918 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : JNP GAYA LAL 25163 
Runner up : IND CHHOTEY LAL 7785 
MARGIN: 17378 ( 43.97% of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of HARYANA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 56 - HATHIN 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 35318 31054 66372 
2. SERVICE 0 0 0 
3, TOTAL 35318 31054 66372 
Ill. ELECTORS WHO VOTED 
1. GENERAL 24869 18834 43703 
2. POSTAL 0 0 0 
3. TOTAL 24869 18834 43703 
IV. VOTES 
1. POLLED 43703 (65.85% of Total Electors) 
2. VALID 43033 
3, REJECTED 670 ( 1.53% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 9 AVERAGE ELECTORS PER POLLING STATION : 961 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : JNP ADITYA VESH 15182 
Runner up : IND CHHUTMAL 5665 
MARGIN: 9517 ( 22.12% of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of HARYANA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 57 - FEROZEPUR JHIRKA 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 


MALE FEMALE TOTAL 


Il. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


II. ELECTORS WHO VOTED 
1. GENERAL 


2. POSTAL 
3. TOTAL 


IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 

5. TENDERED 


(62.57% of Total Electors) 


729 (| 1.67% of Total Votes Polled) 


V. POLLING STATIONS 


NUMBER : 81 AVERAGE ELECTORS PER POLLING STATION : 861 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner IND SHAKRULLA 9682 
Runner up : IND YAKUB KHAN 7236 
MARGIN 2446 (5.70% — of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of HARYANA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 58 - NUH 


MALE FEMALE TOTAL 

I. CANDIDATES 

1. NOMINATED 

2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 
Il. ELECTORS 

1. GENERAL 32677 29586 62263 

2. SERVICE 0 0 ) 

3. TOTAL 32677 29586 62263 
II. ELECTORS WHO VOTED 

1. GENERAL 21135 14270 35405 

2. POSTAL 0 0 0 

3. TOTAL 21135 14270 35405 
IV. VOTES 

1. POLLED 35405 (56.86% of Total Electors) 

2. VALID 35073 

3. REJECTED 332 ( 0.94% of Total Votes Polled) 

4. MISSING 0 

5. TENDERED 0 


V. POLLING STATIONS 


NUMBER : 71 AVERAGE ELECTORS PER POLLING STATION : 876 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner JNP SARDAR KHAN 15457 
Runner up : IND DIN MOHD. 13699 
MARGIN 1758 (5.01% — of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of HARYANA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 59 - TAORU 


MALE FEMALE TOTAL 

I. CANDIDATES 

1. NOMINATED 

2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 
Il. ELECTORS 

1. GENERAL 36976 32678 69654 

2. SERVICE 0 0 0 

3. TOTAL 36976 32678 69654 
II. ELECTORS WHO VOTED 

1. GENERAL 27434 20820 48254 

2. POSTAL 0 0 0 

3. TOTAL 27434 20820 48254 
IV. VOTES 

1. POLLED 48254 (69.28% of Total Electors) 

2. VALID 47454 

3. REJECTED 800 ( 1.66% of Total Votes Polled) 

4. MISSING 0 

5. TENDERED 0 


V. POLLING STATIONS 


NUMBER : 77 AVERAGE ELECTORS PER POLLING STATION : 904 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: JNP KHURSHED AHMED 27167 
Runner up : INC TAYYUB HUSSAIN 10913 
MARGIN 16254 (34.25% of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of HARYANA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 60-SOHNA 


MALE FEMALE TOTAL 

I. CANDIDATES 

1. NOMINATED 

2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 
Il. ELECTORS 

1. GENERAL 36928 34431 71359 

2. SERVICE 0 0 ) 

3. TOTAL 36928 34431 71359 
II. ELECTORS WHO VOTED 

1. GENERAL 24635 21296 45931 

2. POSTAL 0 0 0 

3. TOTAL 24635 21296 45931 
IV. VOTES 

1. POLLED 45931 ( 64.37% of Total Electors) 

2. VALID 45340 

3. REJECTED 591 ( 1.29% of Total Votes Polled) 

4. MISSING 0 

5. TENDERED 0 


V. POLLING STATIONS 


NUMBER: 77 AVERAGE ELECTORS PER POLLING STATION : 926 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : JNP VIJAY PAL SINGH 17516 
Runner up : IND MAHABIR SINGH 13033 
MARGIN: 4483 (9.89% of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of HARYANA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 61 - GURGAON 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 34288 31674 65962 
2. SERVICE 0 0 0 
3, TOTAL 34288 31674 65962 
Il. ELECTORS WHO VOTED 
1. GENERAL 21436 18991 40427 
2. POSTAL 0 0 0 
3. TOTAL 21436 18991 40427 
IV. VOTES 
1. POLLED 40427 (61.29% of Total Electors) 
2. VALID 39961 
3, REJECTED 466 ( 1.15% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 72 AVERAGE ELECTORS PER POLLING STATION : 916 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : JNP PRATAP SINGH THAKRAN 15543 
Runner up : IND RAM CHANDER 11327 
MARGIN: 4216 ( 10.55% of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of HARYANA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 62 - PATAUDI (SC) 


MALE FEMALE TOTAL 

I. CANDIDATES 

1. NOMINATED 

2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 
Il. ELECTORS 

1. GENERAL 35974 34031 70005 

2. SERVICE 0 0 ) 

3. TOTAL 35974 34031 70005 
II. ELECTORS WHO VOTED 

1. GENERAL 21603 17880 39483 

2. POSTAL 0 0 0 

3. TOTAL 21603 17880 39483 
IV. VOTES 

1. POLLED 39483 (56.40% of Total Electors) 

2. VALID 38975 

3. REJECTED 508 (| 1.29% of Total Votes Polled) 

4. MISSING 0 

5. TENDERED 0 


V. POLLING STATIONS 


NUMBER : 74 AVERAGE ELECTORS PER POLLING STATION : 946 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : VHP NARAIN SINGH 17232 
Runner up : JNP RAM SINGH 16528 
MARGIN: 704 (1.81% _ of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of HARYANA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 63 - BADHRA 


MALE FEMALE TOTAL 

I. CANDIDATES 

1. NOMINATED 

2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 
Il. ELECTORS 

1. GENERAL 36483 32197 68680 

2. SERVICE 0 0 0 

3. TOTAL 36483 32197 68680 
II. ELECTORS WHO VOTED 

1. GENERAL 24345 19781 44126 

2. POSTAL 0 0 0 

3. TOTAL 24345 19781 44126 
IV. VOTES 

1. POLLED 44126 ( 64.25% of Total Electors) 

2. VALID 43433 

3. REJECTED 693 (| 1.57% of Total Votes Polled) 

4. MISSING 0 

5. TENDERED 0 


V. POLLING STATIONS 


NUMBER : 75 AVERAGE ELECTORS PER POLLING STATION : 915 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner JNP RAN SINGH 17423 
Runner up : IND ATTAR SINGH 15621 
MARGIN 1802 ( 4.15% of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of HARYANA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 64-DADRI 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 35575 31837 67412 
2. SERVICE 0 0 0 
3, TOTAL 35575 31837 67412 
Ill. ELECTORS WHO VOTED 
1. GENERAL 22673 19035 41708 
2. POSTAL 0 0 0 
3. TOTAL 22673 19035 41708 
IV. VOTES 
1. POLLED 41708 (61.87% of Total Electors) 
2. VALID 41134 
3, REJECTED 574 ( 1.38% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 74 AVERAGE ELECTORS PER POLLING STATION : 910 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : JNP HUKAM SINGH 14449 
Runner up : IND GANPAT RAI 9349 
MARGIN: 5100 ( 12.40% of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of HARYANA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 65 -MUNDHAL KHURD 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 32524 30278 62802 
2. SERVICE 0 0 0 
3, TOTAL 32524 30278 62802 
Ill. ELECTORS WHO VOTED 
1. GENERAL 23100 19019 42119 
2. POSTAL 0 0 0 
3. TOTAL 23100 19019 42119 
IV. VOTES 
1. POLLED 42119 (67.07% of Total Electors) 
2. VALID 41520 
3, REJECTED 599 (| 1.42% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 66 AVERAGE ELECTORS PER POLLING STATION : 951 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : JNP TEK RAM 20302 
Runner up : INC DEVI PARSAN 7703 
MARGIN: 12599 ( 30.34% of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of HARYANA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 66 - BHIWANI 


MALE FEMALE TOTAL 

I. CANDIDATES 

1. NOMINATED 

2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 
Il. ELECTORS 

1. GENERAL 39202 32922 72124 

2. SERVICE 0 0 0 

3. TOTAL 39202 32922 72124 
Ill. ELECTORS WHO VOTED 

1. GENERAL 25340 21315 46655 

2. POSTAL 0 0 0 

3. TOTAL 25340 21315 46655 
IV. VOTES 

1. POLLED 46655 (64.69% of Total Electors) 

2. VALID 46188 

3. REJECTED 467 ( 1.00% of Total Votes Polled) 

4. MISSING 0 

5. TENDERED 0 


V. POLLING STATIONS 


NUMBER : 77 AVERAGE ELECTORS PER POLLING STATION : 936 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner JNP BIR SINGH 17923 
Runner up : IND SAGAR RAM 15092 
MARGIN 2831 ( 6.13% — of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of HARYANA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 67 - TOSHAM 


MALE FEMALE TOTAL 

I. CANDIDATES 

1. NOMINATED 

2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 
Il. ELECTORS 

1. GENERAL 37113 32451 69564 

2. SERVICE 0 0 ) 

3. TOTAL 37113 32451 69564 
II. ELECTORS WHO VOTED 

1. GENERAL 26522 22596 49118 

2. POSTAL 0 0 0 

3. TOTAL 26522 22596 49118 
IV. VOTES 

1. POLLED 49118 (70.61% of Total Electors) 

2. VALID 48576 

3. REJECTED 542 ( 1.10% of Total Votes Polled) 

4. MISSING 0 

5. TENDERED 0 


V. POLLING STATIONS 


NUMBER : &2 AVERAGE ELECTORS PER POLLING STATION : 848 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : IND SUNDER SINGH 23814 
Runner up : IND JANGBIR SINGH 21640 
MARGIN: 2174 ( 4.48% of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of HARYANA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 68 - LOHARU 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 37627 33157 70784 
2. SERVICE 0 0 0 
3. TOTAL 37627 33157 70784 
Ill. ELECTORS WHO VOTED 
1. GENERAL 23123 17873 40996 
2. POSTAL 0 0 0 
3, TOTAL 23123 17873 40996 
IV. VOTES 
1. POLLED 40996 (57.92% of Total Electors) 
2. VALID 40464 
3, REJECTED 532 ( 1.30% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 79 AVERAGE ELECTORS PER POLLING STATION : 896 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : JNP HIRA NAND 29659 
Runner up : INC SHRI RAM 6076 
MARGIN: 23583 ( 58.28% of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of HARYANA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 69 - BAWANI KHERA (SC) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 36197 31482 67679 
2. SERVICE 0 0 0 
3, TOTAL 36197 31482 67679 
Ill. ELECTORS WHO VOTED 
1. GENERAL 20949 14707 35656 
2. POSTAL 0 0 0 
3. TOTAL 20949 14707 35656 
IV. VOTES 
1. POLLED 35656 (52.68% of Total Electors) 
2. VALID 35313 
3, REJECTED 343 ( 0.96% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 74 AVERAGE ELECTORS PER POLLING STATION : 914 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : JNP JAGAN NATH 26925 
Runner up : INC AMAR SINGH 6919 
MARGIN: 20006 (56.65% of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of HARYANA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 70-BARWALA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 36202 31557 67759 
2. SERVICE 0 0 0 
3, TOTAL 36202 31557 67759 
Ill. ELECTORS WHO VOTED 
1. GENERAL 26030 20571 46601 
2. POSTAL 0 0 0 
3. TOTAL 26030 20571 46601 
IV. VOTES 
1. POLLED 46601 (68.77% of Total Electors) 
2. VALID 45917 
3, REJECTED 684 (| 1.47% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 76 AVERAGE ELECTORS PER POLLING STATION : 891 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : JNP JAI NARAIN 16857 
Runner up : IND THANDI RAM 9158 
MARGIN : 7699 ( 16.77% of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of HARYANA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 71-NARNAUND 


MALE FEMALE TOTAL 

I. CANDIDATES 

1. NOMINATED 

2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 
Il. ELECTORS 

1. GENERAL 33837 30376 64213 

2. SERVICE 0 0 0 

3. TOTAL 33837 30376 64213 
II. ELECTORS WHO VOTED 

1. GENERAL 24834 19195 44029 

2. POSTAL 0 0 0 

3. TOTAL 24834 19195 44029 
IV. VOTES 

1. POLLED 44029 (68.57% of Total Electors) 

2. VALID 43529 

3. REJECTED 500 ( 1.14% of Total Votes Polled) 

4. MISSING 0 

5. TENDERED 0 


V. POLLING STATIONS 


NUMBER : ©9 AVERAGE ELECTORS PER POLLING STATION : 930 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : JNP VIRENDER SINGH 25481 
Runner up : INC SAROOP SINGH 9763 
MARGIN: 15718 ( 36.11% of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of HARYANA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 72 - HANSI 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 35749 31226 66975 
2. SERVICE 0 0 0 
3, TOTAL 35749 31226 66975 
Ill. ELECTORS WHO VOTED 
1. GENERAL 25395 21658 47053 
2. POSTAL 0 0 0 
3. TOTAL 25395 21658 47053 
IV. VOTES 
1. POLLED 47053 (70.25% of Total Electors) 
2. VALID 46564 
3, REJECTED 489 (| 1.04% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 73 AVERAGE ELECTORS PER POLLING STATION : 917 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : JNP BALDEV TAYAL 22732 
Runner up : IND AMIR CHAND 13539 
MARGIN: 9193 ( 19.74% of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of HARYANA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 73 - BHATTU KALAN 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 32948 28675 61623 
2. SERVICE 0 0 0 
3, TOTAL 32948 28675 61623 
Ill. ELECTORS WHO VOTED 
1. GENERAL 24609 17850 42459 
2. POSTAL 0 0 0 
3. TOTAL 24609 17850 42459 
IV. VOTES 
1. POLLED 42459 ( 68.90% of Total Electors) 
2. VALID 41959 
3, REJECTED 500 ( 1.18% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : §7 AVERAGE ELECTORS PER POLLING STATION : 919 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : JNP DEVI LAL 27491 
Runner up : CPM PRITHVI SINGH 13731 
MARGIN: 13760 ( 32.79% of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of HARYANA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 74- HISSAR 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 35435 27404 62839 
2. SERVICE 0 0 0 
3, TOTAL 35435 27404 62839 
Ill. ELECTORS WHO VOTED 
1. GENERAL 22079 17092 39171 
2. POSTAL 0 0 0 
3. TOTAL 22079 17092 39171 
IV. VOTES 
1. POLLED 39171 ( 62.34% of Total Electors) 
2. VALID 38661 
3, REJECTED 510 ( 1.30% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : §8 AVERAGE ELECTORS PER POLLING STATION : 924 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : JNP BALWANT RAI TAYAL 22397 
Runner up : IND OM PARKASH 15065 
MARGIN : 7332 ( 18.96% of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of HARYANA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 75 - GHIRAI 


MALE FEMALE TOTAL 

I. CANDIDATES 

1. NOMINATED 

2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 
Il. ELECTORS 

1. GENERAL 37190 31376 68566 

2. SERVICE 0 0 0 

3. TOTAL 37190 31376 68566 
II. ELECTORS WHO VOTED 

1. GENERAL 25208 19354 44562 

2. POSTAL 0 0 0 

3. TOTAL 25208 19354 44562 
IV. VOTES 

1. POLLED 44562 ( 64.99% of Total Electors) 

2. VALID 43950 

3. REJECTED 612 (| 1.37% of Total Votes Polled) 

4. MISSING 0 

5. TENDERED 0 


V. POLLING STATIONS 


NUMBER : 74 AVERAGE ELECTORS PER POLLING STATION : 926 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : JNP KANWAL SINGH 18991 
Runner up : IND SURESH CHANDER 9571 
MARGIN: 9420 ( 21.43% of Total Valid Votes ) 


rptConstituencySummary - Page 75 of 90 
86 


Election Commission of India, State Election, 1977 to the Legislative Assembly of HARYANA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 76 -TOHANA 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 36176 30872 67048 
2. SERVICE 0 0 0 
3, TOTAL 36176 30872 67048 
Ill. ELECTORS WHO VOTED 
1. GENERAL 23883 16483 40366 
2. POSTAL 0 0 0 
3. TOTAL 23883 16483 40366 
IV. VOTES 
1. POLLED 40366 (60.20% of Total Electors) 
2. VALID 39876 
3, REJECTED 490 (| 1.21% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 74 AVERAGE ELECTORS PER POLLING STATION :; 906 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : JNP KARAM SINGH 23709 
Runner up : INC BHIM SINGH 13390 
MARGIN: 10319 ( 25.88% of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of HARYANA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 77 - RATIA (SC) 


MALE FEMALE TOTAL 

I. CANDIDATES 

1. NOMINATED 

2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 
Il. ELECTORS 

1. GENERAL 33489 27820 61309 

2. SERVICE 0 0 ) 

3. TOTAL 33489 27820 61309 
II. ELECTORS WHO VOTED 

1. GENERAL 19447 14224 33671 

2. POSTAL 0 0 0 

3. TOTAL 19447 14224 33671 
IV. VOTES 

1. POLLED 33671 (54.92% of Total Electors) 

2. VALID 33146 

3. REJECTED 525 (| 1.56% of Total Votes Polled) 

4. MISSING 0 

5. TENDERED 0 


V. POLLING STATIONS 


NUMBER : © AVERAGE ELECTORS PER POLLING STATION : 928 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner JNP PEER CHAND 12197 
Runner up : INC SHEOPAL 9246 
MARGIN 2951 ( 8.90% of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of HARYANA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 78 - FATEHABAD 


MALE FEMALE TOTAL 

I. CANDIDATES 

1. NOMINATED 

2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 
Il. ELECTORS 

1. GENERAL 38242 32986 71228 

2. SERVICE 0 0 ) 

3. TOTAL 38242 32986 71228 
II. ELECTORS WHO VOTED 

1. GENERAL 27308 21809 49117 

2. POSTAL 0 0 0 

3. TOTAL 27308 21809 49117 
IV. VOTES 

1. POLLED 49117 (68.96% of Total Electors) 

2. VALID 48493 

3. REJECTED 624 (| 1.27% of Total Votes Polled) 

4. MISSING 0 

5. TENDERED 0 


V. POLLING STATIONS 


NUMBER: 77 AVERAGE ELECTORS PER POLLING STATION : 925 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : JNP HARPHUL SINGH 13863 
Runner up : IND LILA KRISHAN 13726 
MARGIN: 137 (0.28% of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of HARYANA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 79 - ADAMPUR 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 36856 31490 68346 
2. SERVICE 0 0 0 
3, TOTAL 36856 31490 68346 
Ill. ELECTORS WHO VOTED 
1. GENERAL 27680 21672 49352 
2. POSTAL 0 0 0 
3. TOTAL 27680 21672 49352 
IV. VOTES 
1. POLLED 49352 (72.21% of Total Electors) 
2. VALID 48893 
3, REJECTED 459 ( 0.93% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER :: 77 AVERAGE ELECTORS PER POLLING STATION : 887 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : JNP BHAJAN LAL 33193 
Runner up : IND MOHAR SINGH 12390 
MARGIN: 20803 ( 42.55% of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of HARYANA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 80 - DARBA KALAN 


MALE FEMALE TOTAL 

I. CANDIDATES 

1. NOMINATED 

2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 
Il. ELECTORS 

1. GENERAL 37189 32699 69888 

2. SERVICE 0 0 ) 

3. TOTAL 37189 32699 69888 
II. ELECTORS WHO VOTED 

1. GENERAL 28169 20472 48641 

2. POSTAL 0 0 0 

3. TOTAL 28169 20472 48641 
IV. VOTES 

1. POLLED 48641 (69.60% of Total Electors) 

2. VALID 48147 

3. REJECTED 494 ( 1.02% of Total Votes Polled) 

4. MISSING 0 

5. TENDERED 0 


V. POLLING STATIONS 


NUMBER : 76 AVERAGE ELECTORS PER POLLING STATION : 919 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : IND JAGDISH KUMAR 17860 
Runner up : INC BAHADAR SINGH 13221 
MARGIN: 4639 (9.64% of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of HARYANA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 81 - ELLENABAD (SC) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 36374 32186 68560 
2. SERVICE 0 0 0 
3, TOTAL 36374 32186 68560 
Ill. ELECTORS WHO VOTED 
1. GENERAL 24254 18496 42750 
2. POSTAL 0 0 0 
3. TOTAL 24254 18496 42750 
IV. VOTES 
1. POLLED 42750 ( 62.35% of Total Electors) 
2. VALID 42366 
3, REJECTED 384 ( 0.90% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER :: 77 AVERAGE ELECTORS PER POLLING STATION : 890 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : JNP BHAGI RAM 21769 
Runner up : IND MANI RAM 14365 
MARGIN : 7404 ( 17.48% _ of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of HARYANA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 82 -SIRSA 


MALE FEMALE TOTAL 

I. CANDIDATES 

1. NOMINATED 

2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 
Il. ELECTORS 

1. GENERAL 36521 32754 69275 

2. SERVICE 0 0 ) 

3. TOTAL 36521 32754 69275 
II. ELECTORS WHO VOTED 

1. GENERAL 25039 21068 46107 

2. POSTAL 0 0 0 

3. TOTAL 25039 21068 46107 
IV. VOTES 

1. POLLED 46107 (66.56% of Total Electors) 

2. VALID 45597 

3. REJECTED 510 ( 1.11% of Total Votes Polled) 

4. MISSING 0 

5. TENDERED 0 


V. POLLING STATIONS 


NUMBER : 76 AVERAGE ELECTORS PER POLLING STATION : 911 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : JNP SHANKAR LAL 14276 
Runner up : IND LACHHMAN DAS 9870 
MARGIN: 4406 ( 9.66% of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of HARYANA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 83 - RORI 


MALE FEMALE TOTAL 

I. CANDIDATES 

1. NOMINATED 

2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 
Il. ELECTORS 

1. GENERAL 36598 30525 67123 

2. SERVICE 0 0 ) 

3. TOTAL 36598 30525 67123 
II. ELECTORS WHO VOTED 

1. GENERAL 25566 19349 44915 

2. POSTAL 0 0 0 

3. TOTAL 25566 19349 44915 
IV. VOTES 

1. POLLED 44915 (66.91% of Total Electors) 

2. VALID 44457 

3. REJECTED 458 ( 1.02% of Total Votes Polled) 

4. MISSING 0 

5. TENDERED 0 


V. POLLING STATIONS 


NUMBER: 77 AVERAGE ELECTORS PER POLLING STATION : 871 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : JNP SUKHDEV SINGH 13368 
Runner up : INC JAGDISH NEHRA 10962 
MARGIN: 2406 (5.41% — of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of HARYANA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 84-DABWALI (SC) 


MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 38409 31908 70317 
2. SERVICE 0 0 0 
3. TOTAL 38409 31908 70317 
Ill. ELECTORS WHO VOTED 
1. GENERAL 23107 18416 41523 
2. POSTAL 0 0 0 
3. TOTAL 23107 18416 41523 
IV. VOTES 
1. POLLED 41523 (59.05% of Total Electors) 
2. VALID 41073 
3, REJECTED 450 ( 1.08% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 76 AVERAGE ELECTORS PER POLLING STATION : 925 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : JNP MANI RAM 21017 
Runner up : INC GOVARDHAN DASS CHAUHAN 13032 
MARGIN : 7985 ( 19.44% of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of HARYANA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 85 - BAWAL (SC) 


MALE FEMALE TOTAL 

I. CANDIDATES 

1. NOMINATED 

2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 
Il. ELECTORS 

1. GENERAL 39693 38044 77737 

2. SERVICE 0 0 ) 

3. TOTAL 39693 38044 77737 
II. ELECTORS WHO VOTED 

1. GENERAL 23411 21668 45079 

2. POSTAL 0 0 0 

3. TOTAL 23411 21668 45079 
IV. VOTES 

1. POLLED 45079 (57.99% of Total Electors) 

2. VALID 44419 

3. REJECTED 660 ( 1.46% of Total Votes Polled) 

4. MISSING 0 

5. TENDERED 0 


V. POLLING STATIONS 


NUMBER : 91 AVERAGE ELECTORS PER POLLING STATION : 854 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner JNP SHAKUNTALA 20637 
Runner up : VHP MOHAN LAL 17128 
MARGIN 3509 ( 7.90% of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of HARYANA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 86 - REWARI 


MALE FEMALE TOTAL 

I. CANDIDATES 

1. NOMINATED 

2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 
Il. ELECTORS 

1. GENERAL 35925 34002 69927 

2. SERVICE 0 0 0 

3. TOTAL 35925 34002 69927 
II. ELECTORS WHO VOTED 

1. GENERAL 22898 21638 44536 

2. POSTAL 0 0 0 

3. TOTAL 22898 21638 44536 
IV. VOTES 

1. POLLED 44536 ( 63.69% of Total Electors) 

2. VALID 44050 

3. REJECTED 486 (| 1.09% of Total Votes Polled) 

4. MISSING 0 

5. TENDERED 0 


V. POLLING STATIONS 


NUMBER : 83 AVERAGE ELECTORS PER POLLING STATION : 842 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : JNP RAM SINGH 19563 
Runner up : VHP SHIV RATTAN SINGH 19477 
MARGIN: 86 (0.20% of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of HARYANA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 87 - JATUSANA 


MALE FEMALE TOTAL 

I. CANDIDATES 

1. NOMINATED 

2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 
Il. ELECTORS 

1. GENERAL 41742 39939 81681 

2. SERVICE 0 0 ) 

3. TOTAL 41742 39939 81681 
II. ELECTORS WHO VOTED 

1. GENERAL 26085 24831 50916 

2. POSTAL 0 0 0 

3. TOTAL 26085 24831 50916 
IV. VOTES 

1. POLLED 50916 ( 62.34% of Total Electors) 

2. VALID 50081 

3. REJECTED 835 (| 1.64% of Total Votes Polled) 

4. MISSING 0 

5. TENDERED 0 


V. POLLING STATIONS 


NUMBER : 93 AVERAGE ELECTORS PER POLLING STATION : 878 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : VHP INDERJEET SINGH 19799 
Runner up : JNP RAJ SINGH 14500 
MARGIN: 5299 ( 10.58% of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of HARYANA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 88 -MAHENDRAGARH 


MALE FEMALE TOTAL 

I. CANDIDATES 

1. NOMINATED 

2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 
Il. ELECTORS 

1. GENERAL 39826 37332 77158 

2. SERVICE 0 0 ) 

3. TOTAL 39826 37332 77158 
II. ELECTORS WHO VOTED 

1. GENERAL 27480 25684 53164 

2. POSTAL 0 0 0 

3. TOTAL 27480 25684 53164 
IV. VOTES 

1. POLLED 53164 (68.90% of Total Electors) 

2. VALID 52093 

3. REJECTED 1071 ( 2.01% of Total Votes Polled) 

4. MISSING 0 

5. TENDERED 0 


V. POLLING STATIONS 


NUMBER : 84 AVERAGE ELECTORS PER POLLING STATION : 918 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner VHP DALI SINGH 25091 
Runner up : JINP RAM BILAS 22933 
MARGIN 2158 ( 4.14% — of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of HARYANA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 89- ATELI 


MALE FEMALE TOTAL 

I. CANDIDATES 

1. NOMINATED 

2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 
Il. ELECTORS 

1. GENERAL 39335 38189 77524 

2. SERVICE 0 0 0 

3. TOTAL 39335 38189 77524 
Ill. ELECTORS WHO VOTED 

1. GENERAL 27180 25707 52887 

2. POSTAL 0 0 0 

3. TOTAL 27180 25707 52887 
IV. VOTES 

1. POLLED 52887 (68.22% of Total Electors) 

2. VALID 52005 

3. REJECTED 882 (| 1.67% of Total Votes Polled) 

4. MISSING 0 

5. TENDERED 0 


V. POLLING STATIONS 


NUMBER : &6 AVERAGE ELECTORS PER POLLING STATION :; 901 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : VHP BIRENDER SINGH 29552 
Runner up : JNP LAXMAN SINGH 17053 
MARGIN: 12499 ( 24.03% of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of HARYANA 


CONSTITUENCY DATA - SUMMARY 


CONSTITUENCY : 90-NARNAUL 


MALE FEMALE TOTAL 

I. CANDIDATES 

1. NOMINATED 

2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 
Il. ELECTORS 

1. GENERAL 39052 35443 74495 

2. SERVICE 0 0 0 

3. TOTAL 39052 35443 74495 
II. ELECTORS WHO VOTED 

1. GENERAL 24556 22577 47133 

2. POSTAL 0 0 0 

3. TOTAL 24556 22577 47133 
IV. VOTES 

1. POLLED 47133 (63.27% of Total Electors) 

2. VALID 46216 

3. REJECTED 917 (| 1.95% of Total Votes Polled) 

4. MISSING 0 

5. TENDERED 0 


V. POLLING STATIONS 


NUMBER : 85 AVERAGE ELECTORS PER POLLING STATION : 876 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner JNP AYODHYA PRASHAD 20784 
Runner up : VHP ATTAR SINGH 9375 
MARGIN 11409 (24.69% of Total Valid Votes ) 
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Election Commission of India - State Election, 1977 to the Legislative Assembly of HARYANA 


DETAILED RESULTS 


No. CANDIDATE SEX PARTY VOTES % 


Constituency : 1- KALKA 


1. LACHHMAN SINGH M  JNP 31915 70.28% 
2. KISHORI LAL MIND 12338 27.17% 
3. SARDARI LAL INC 1155 2.54% 


ELECTORS: 66393 66393 }VOTERS : 45939 45939 IPOLL PERCENTAGE : 69.19% | PERCENTAGE : 69.19% }VALID VOTES: 45408 | VOTES : }VALID VOTES: 45408 | 


Constituency : 2. NARAINGARH 


1. LAL SINGH M  JNP 20909 50.28% 
2. JAGJIT SINGH M INC 12482 30.02% 
3. MAHARAJ SINGH MIND 5523 13.28% 
4. FAQUIR CHAND M _ IND 1938 4.66% 
5. RAM NATH MIND 450 1.08% 
6. DURGA DAS M IND 282 0.68% 


ELECTORS: 61536 61536 }VOTERS : 42273 | 42273 IPOLL PERCENTAGE : 68.70% | PERCENTAGE : 68.70% }VALID VOTES: 41584 VOTES : }VALID VOTES: 41584 


Constituency : 3- SADHAURA (SC) 


1. BHAG MAL M = JNP 23989 52.34% 
2. PRABHU RAM M_ INC 16352 35.68% 
3. DES RAJ M~ CPI 3000 6.55% 
4. NAURATA RAM M _ IND 1640 3.58% 
5. BHAGAT DASS M IND 727 1.59% 
6. HARDIAL SINGH M _ VHP 128 0.28% 


ELECTORS: 67514 67514 }VOTERS : 46754 46754 IPOLL PERCENTAGE : 69.25% | PERCENTAGE : 69.25% !VALID VOTES: 45836 | VOTES : !VALID VOTES: 45836 | 


Constituency : 4- CHHACHHRAULI 


1. KANHATYALAL M INC 16603 37.63% 
2. RAM JATAN MIND 12371 28.04% 
3. DHARAM SINGH M  JNP 11811 26.77% 
4. RATTAN AMOL SINGH M IND 2191 4.97% 
5. SUMER CHAND M RPK 1150 2.61% 


ELECTORS: 59374 | 59374 }VOTERS: 44949 44949 IPOLL PERCENTAGE : 75.70% | PERCENTAGE : 75.70% }VALID VOTES: 44126 | VOTES : }VALID VOTES: 44126 | 


Constituency : 5- YAMUNANAGAR 


1. KAMLA DEVI F JNP 28596 64.15% 
2. GIRISH CHANDRA M INC 9953 22.33% 
3. DALIP SINGH MIND 5832 13.08% 
4. MADAN LAL M _ IND 193 0.43% 


ELECTORS: 68640 68640 }VOTERS : 44935 44935 IPOLL PERCENTAGE : 65.46% | PERCENTAGE : 65.46% }VALID VOTES: 44574 VOTES : }VALID VOTES: 44574 


Constituency : 6- JAGADHRI 


1. BRI) MOHAN M  JNP 24091 55.66% 
2. OM PRAKASH M INC 17902 41.36% 
3. JAGJIT SINGH MIND 684 1.58% 
4. SATPAL M_ IND 391 0.90% 
5. UGGARSAIN M IND 213 0.49% 


ELECTORS: 61128 61128 }VOTERS : 43834 43834 IPOLL PERCENTAGE : 71.71% | PERCENTAGE : 71.71% }VALID VOTES: 43281 | VOTES : }VALID VOTES: 43281 | 
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No. CANDIDATE 


Constituency : 7+ MULLANA (SC) 


SHER SINGH 
PHOOL CHAND 
RAM PRASHAD 
HIRDE RAM 
SUNDER LAL 
DHARAM PAL 
SHEO RAM 


SQ ON Be Oo 


SEX 


ZSEEESEEE 


PARTY 


JNP 
INC 
IND 
IND 
IND 
RPI 
VHP 


VOTES 


22351 
16472 
1278 
628 
503 
384 
268 


% 


53.36% 
39.33% 
3.05% 
1.50% 
1.20% 
0.92% 
0.64% 


ELECTORS: 62754 62754 }VOTERS : 42451 | 42451 IPOLL PERCENTAGE : 67.65% | PERCENTAGE : 67.65% |VALID VOTES: 41884 | VOTES : |VALID VOTES: 41884 | 


Constituency : 


1. SHUSHMA SWARAJ 
2. DEV. RAJ ANAND 

3. BANSILAL 

4. NARENDAR DATT 
5. INDERJEET SINGH 
6. PURSHOTAM 

7. SUSHIL 

8. MADAN GOPAL 


ELECTORS: 46099 | 46099 }VOTERS : 31265 | 31265 


9- AMBALA CITY 
1. SHIV PRASHAD 

2, LEKH WATI JAIN 

3. HARI CHAND 


Constituency : 


8- AMBALA CANTONMENT 


SSS S558 8 7 


POLL PERCENTAGE : 


I 
228% 


ZZ 
OU 


SsSasueeruu 
Z 
o 


Z 
oO 


67.82% 


IND 


19639 
9815 
830 
295 
130 
126 
75 

43 


63.45% 
31.71% 
2.68% 
0.95% 
0.42% 
0.41% 
0.24% 
0.14% 


VALID VOTES : 30953 


28237 
8279 
641 


75.99% 
22.28% 
1.73% 


ELECTORS: 59115 | 59115 |VOTERS : 37556 37556 IPOLL PERCENTAGE : 63.53% | PERCENTAGE : 63.53% }VALID VOTES: 37157] VOTES : }VALID VOTES: 37157] 


Constituency : 10-NAGGAL 


1. SUMER CHAND 

2. HAR MOHINDER SINGH 
3. RAM CHANDER 

4, MOHAN LAL 


ZEEE 


JNP 
INC 
IND 
IND 


22522 
19253 
822 
390 


52.39% 
44.79% 
1.91% 
0.91% 


ELECTORS : 59983 VOTERS : 43654 POLL PERCENTAGE : 72.78% VALID VOTES : 42987 


11- INDRI 
1. DES RAJ 

2. SURJIT SINGH 

3. SAT PAL 

4. RAM SARUP GIRI 


Constituency : 


ZSEESE 


JNP 
INC 
IND 
VHP 


30386 
13493 
793 
334 


67.52% 
29.98% 
1.76% 
0.74% 


ELECTORS : 63732 VOTERS : 45624 POLL PERCENTAGE : 71.59% VALID VOTES : 45006 


12. NILOKHERI 
SHIV RAM 
DALJIT SINGH 
OM PRAKASH 
JAGIR SINGH 
CHANDA SINGH 
PRITHVI SINGH 
BHARTU RAM 
BHUPINDER SINGH 
HARBHAJAN SINGH 


Constituency : 


Oo mAeA NI DUM PWN eB 


SEES EESEEE 


ey 
Z22Z22 
6668 


Z2Za2Z 
UU U 


ee ee ee ee 
Z 
o 


Z 
oO 


16953 
7757 
5576 
4560 
4209 
1332 

624 
343 
175 


40.82% 
18.68% 
13.43% 
10.98% 
10.14% 
3.21% 
1.50% 
0.83% 
0.42% 
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No. 


CANDIDATE 


SEX PARTY VOTES 


% 


ELECTORS : 59669 VOTERS : 42116 POLL PERCENTAGE : 70.58% VALID VOTES : 41529 


Constituency : 
1, 


13- KARNAL 
RAM LAL 


2. RAM SARUP 
3. RAM PIARA 
4, 
Dis 


SHANTI PRASAD ALIAS NOAN SAHIB 
KESAR DAS 


ZSEEESE 


JNP 25236 
INC 7303 
IND 4937 
IND 885 
IND 136 


65.55% 
18.97% 
12.82% 
2.30% 
0.35% 


ELECTORS: 62599 | 62599 }VOTERS : 38934 | 38934 IPOLL PERCENTAGE : 62.20% | PERCENTAGE : 62.20% /VALID VOTES: 38497 | VOTES : /VALID VOTES: 38497 | 


Constituency : 
iby 


14. JUNDLA (SC) 
PREM SINGH 


2. BANWARI RAM 
3, 
4. DHAN SINGH 


SHEELA DEVI 


z™ ES 


JNP 14919 
IND 11093 
INC 6569 
IND 149 


45.58% 
33.89% 
20.07% 

0.46% 


ELECTORS : 64460 VOTERS : 33156 POLL PERCENTAGE : 51.44% VALID VOTES : 32730 


Constituency : 


RB 
2 


Oo mA NI DUM PWN kB 


15- GHARAUNDA 
RAM PAL SINGH 
OM PARKASH S/O HARI CHAND 
RAM CHANDER SINGH 
OM PARKASH S/O GHASI RAM 
RAM CHAND 
KULDIP SINGH 
SUBA SINGH 
JATAN SINGH 
NARAIN SINGH 
CHANDGI RAM 


ZSEEEESSEEE 


JNP 17949 
IND 6997 
INC 5987 
IND 4151 
IND 2207 
IND 1634 
CPM 1551 
IND 430 
IND 218 
IND 141 


43.50% 
16.96% 
14.51% 
10.06% 
5.35% 
3.96% 
3.76% 
1.04% 
0.53% 
0.34% 


ELECTORS: 64588 64588 }VOTERS: 41866 | 41866 IPOLL PERCENTAGE : 64.82% | PERCENTAGE : 64.82% }VALID VOTES: 41265 | VOTES : }VALID VOTES: 41265 | 


Constituency : 


5D, 00) SOI? OU PS IS 


16. ASSANDH (SC) 
JOGI RAM 
KARAM CHAND 
JAI KUMAR 
KALI RAM 
RATNA 
GIASU RAM 
BADLU RAM 
SATNAM SINGH 
BHARTU RAM 


SS SS S855 28 


JNP 22537 
INC 3953 
IND 1435 
IND 927 
IND 879 
IND 619 
IND 315 
VHP 269 
IND 86 


72.65% 
12.74% 
4.63% 
2.99% 
2.83% 
2.00% 
1.02% 
0.87% 
0.28% 


ELECTORS: 63371 63371 }VOTERS: 31389 31389 IPOLL PERCENTAGE : 49.53% | PERCENTAGE : 49.53% }VALID VOTES: 31020] VOTES : }VALID VOTES: 31020] 


Constituency : 


a 8 WN ie 


17. PANIPAT 
FATEH CHAND 
KASTURI LAL 
RAMDITTA MAL 
BASHIR AHMED 
DEWAN CHAND 


SEEESE 


JNP 28988 
INC 9721 
CPI 1922 
IND 804 
IND 207 


69.61% 
23.34% 
4.62% 
1.93% 
0.50% 


ELECTORS: 65640 65640 }VOTERS: 41964 41964 IPOLL PERCENTAGE : 63.93% | PERCENTAGE : 63.93% /VALID VOTES: 41642 | VOTES : /VALID VOTES: 41642 | 


Constituency : 
1, 


18. SAMBHALKA 
MOOL CHAND 


JNP 16273 


37.70% 
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No. CANDIDATE SEX PARTY VOTES % 

2. HARI SINGH M_ INC 8027 18.59% 
3. KARTAR SINGH MIND 7017 16.25% 
4. CHUHAR SINGH MIND 4964 11.50% 
5. MUKHTIAR SINGH M IND 1964 4.55% 
6. RAGHBIR SINGH M~ CPI 1824 4.23% 
7. ROOP CHAND M IND 1716 3.98% 
8. RAM CHANDER ALIAS JANGLI MIND 668 1.55% 
9. DHARAMPAL SINGH MIND 429 0.99% 
10. TARIF SINGH M IND 287 0.66% 

Constituency : 19. NAULTHA 

1. SATBIR M_ JNP 22023 54.94% 
2. MANSA RAM M_ INC 8662 21.61% 
3. DHARAMPAL SINGH MIND 6531 16.29% 
4. MANPHOOL SINGH ALIAS MANPHOOLA M_ IND 1046 2.61% 
5. ABHA M IND 708 1.77% 
6. PRABHA RAM M_ RPI 693 1.73% 
7. PHOOL WATI F IND 353 0.88% 
8. DARGAO SINGH M IND 71 0.18% 


ELECTORS : 61047 VOTERS : 40642 


20- SHAHABAD 
SURINDER SINGH 
AMIR CHAND 
GURDEV RAM 
SHANSHER KAUR 
HARNAM SINGH 
JAGJIT SINGH 
KAPUR CHAND 


ELECTORS : 59877 VOTERS : 40160 


21. RADAUR (SC) 
LEHRI SINGH 
RAM SINGH 
MULA RAM 
BARKHA RAM 
RAKHA 
JAI SINGH 
SHIV RAM 
AMI SINGH 


ELECTORS : 56460 VOTERS : 38563 


Constituency : 


N DOD WU BP WN FB 


Constituency : 


AnN aun BF wWNnN 


POLL PERCENTAGE : 66.57% VALID VOTES : 40087 


M_ JNP 20327 51.12% 
M_ INC 7182 18.06% 
MIND 5529 13.90% 
FIND 2983 7.50% 
M CPI 2914 7.33% 
MIND 702 1.77% 
MIND 129 0.32% 
POLL PERCENTAGE : 67.07% 
M_ JNP 19868 52.07% 
MIND 8728 22.88% 
M_ INC 6853 17.96% 
MIND 827 2.17% 
MIND 689 1.81% 
MIND 643 1.69% 
MIND 440 1.15% 
MIND 105 0.28% 


POLL PERCENTAGE : 68.30% VALID VOTES : 38153 


Constituency : 22. THANESAR 
1. DEVINDER SHARMA M_ JNP 28044 69.19% 
2. OM PRAKASH M_ INC 12126 29.92% 
3. AMAR NATH MIND 202 0.50% 
4. RAM SARAN DAS MIND 160 0.39% 
ELECTORS : 58068 VOTERS : 40948 POLL PERCENTAGE : 70.52% VALID VOTES : 40532 
Constituency : 23.PEHOWA 


1. TARA SINGH 


M_ JNP 16992 39.40% 
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No. CANDIDATE SEX PARTY VOTES % 
2. PIARA SINGH M_ INC 7904 18.33% 
3. GURMUKH SINGH M_ IND 6434 14.92% 
4, MOHINDER SINGH M _ IND 3636 8.43% 
5. TARA CHAND M _ IND 3122 7.24% 
6. PARAM JIT M _ IND 2510 5.82% 
7. MANJIT SINGH M_~ CPI 2145 4.97% 
8. SUKHWANT SINGH M IND 279 0.65% 
9. SURMUKH SINGH M _ IND 61 0.14% 

10. ANOKH SINGH M _ IND 40 0.09% 


ELECTORS: 64410 64410 }VOTERS : 43668 43668 IPOLL PERCENTAGE : 67.80% | PERCENTAGE : 67.80% }VALID VOTES: 43123 | VOTES : }VALID VOTES: 43123 | 


Constituency : 24-GUHLA (SC) 


1. ISHWAR M_ JNP 20824 57.94% 
2. SANT RAM M_ IND 5057 14.07% 
3. JAGA RAM M_ IND 3345 9.31% 
4. GULZAR SINGH M INC 2534 7.05% 
5. VIJAY KUMAR M_ IND 1536 4.27% 
6. AMRIT M CPM 1089 3.03% 
7. RAJ KUMAR ALIAS RAM KUMAR M_ IND 537 1.49% 
8. GARIBU M _ IND 510 1.42% 
9. BHIM M IND 508 1.41% 


ELECTORS: 63480 63480 }VOTERS : 36423 36423 IPOLL PERCENTAGE : 57.38% | PERCENTAGE : 57.38% /VALID VOTES: 35940 | VOTES : /VALID VOTES: 35940 | 


Constituency : 25.KAITHAL 


1. RAGHUNATH M  JNP 20846 52.46% 
2. OM PRABHA JAIN F IND 16901 42.53% 
3. MAN SINGH M INC 1115 2.81% 
4. DAL SINGH M_ IND 474 1.19% 
5. POKHAR DAS M_ IND 292 0.73% 
6. TULSI DAS M _ IND 112 0.28% 


ELECTORS: 56464 56464 }VOTERS : 40094 | 40094 POLL PERCENTAGE : 71.01% VALID VOTES : 39740 


Constituency : 26-PUNDRI 


1. AGNIVESH M_ JNP 24256 58.85% 
2. ANTRAM M_ INC 7546 18.31% 
3. SULTAN SINGH M IND 2831 6.87% 
4. BRI LAL M_ IND 2729 6.62% 
5. BALBIR SINGH M IND 2633 6.39% 
6. BHIM M IND 317 0.77% 
7. MAN CHAND BARSANA M_ IND 316 0.77% 
8. RAMESH CHAND M_ IND 193 0.47% 
9. MANU RAM M _ IND 144 0.35% 
10. CHHAJU M _ IND 89 0.22% 
11. MULTAN SINGH M IND 76 0.18% 
12, SHRI CHAND M _ IND 69 0.17% 
13. MAN CHAND M_ IND 15 0.04% 


ELECTORS: 62112 62112 }VOTERS : 41685 | 41685 IPOLL PERCENTAGE : 67.11% | PERCENTAGE : 67.11% /VALID VOTES: 41214] VOTES : /VALID VOTES: 41214] 


Constituency : 27. PAI 
1. JAGJIT SINGH POHLU M_ VHP 17997 45.86% 
2. KUSHAL PAL SINGH M_ JNP 13827 35.24% 
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No. CANDIDATE 


3. CHATARBHUJ 
4. SHANKAR LAL 
5. RANDHIR SINGH 


ELECTORS : 61656 VOTERS : 39767 


28 - HASSANGARH 
SANT KUMAR 
SHEONATH 
MARU SINGH 
KAPUR SINGH 
JUGTI RAM 


ELECTORS : 63383 VOTERS : 38195 


29- KILOI 
HARI CHAND 
RANBIR SINGH 
SURAT SINGH 
AMED SINGH 
RADHEY KRISHAN 
PURAN SINGH 


ELECTORS : 58218 VOTERS : 35706 


30- ROHTAK 
1. MANGAL SEIN 

2. SRI KISHAN DAS 

3. DEVINDER KUMAR 


Constituency : 


on BR WN eB 


Constituency : 


aun fBWNY ke 


Constituency : 


SEX 


POLL PERCENTAGE : 


ZSEEESE 


PARTY 


IND 
INC 
IND 


64.50% 


JNP 
VHP 
INC 
IND 
IND 


VOTES % 
4283 10.91% 
2224 5.67% 

909 2.32% 


}VALID VOTES: 39240 VOTES : 39240 


19191 50.69% 
11429 30.19% 
5323 14.06% 
1221 3.23% 
693 1.83% 


POLL PERCENTAGE : 60.26% VALID VOTES : 37857 


POLL PERCENTAGE : 


ZSEEEESE 


M 


JNP 
INC 
IND 
IND 
IND 
IND 


61.33% 


INC 
VHP 


19357 54.72% 
10530 29.77% 
3906 11.04% 
812 2.30% 
420 1.19% 
347 0.98% 


VALID VOTES : 35372 


33650 67.20% 
16109 32.17% 
314 0.63% 


ELECTORS : 76556 VOTERS : 50496 POLL PERCENTAGE : 65.96% VALID VOTES : 50073 


Constituency : 31-MEHAM 
1. HAR SARUP M  JNP 21509 49.20% 
2. WAZIR SINGH MIND 7524 17.21% 
3. CHANDER SINGH MIND 5572 12.75% 
4, SUDERSHAN KUAMR MIND 4952 11.33% 
5. MEHAR SINGH M__ INC 2941 6.73% 
6. JAIPAL SINGH MIND 890 2.04% 
7. NAND KISHORE MIND 205 0.47% 
8. MANA SINGH MIND 123 0.28% 
ELECTORS : 68374 POLL PERCENTAGE : 64.50% 
Constituency : 32-KALANAUR (SC) 
1, JAINARAIN M  JNP 23213 69.80% 
2. KARTAR DEVI F INC 7079 21.29% 
3. CHANDAN SINGH MIND 1425 4.28% 
4. JALWANT SINGH MIND 539 1.62% 
5. RAM PHALL MIND 529 1.59% 
6. OM PRAKASH MIND 209 0.63% 
7. RAGHBIR SINGH MIND 176 0.53% 
8. KRISHAN KUMAR M VHP 87 0.26% 
Constituency : 33-BERI 


1. RAN SINGH 


JNP 


22228 53.30% 
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No. CANDIDATE 


2. DALIP SINGH 
3. BARHMA 
4. HARI KRISHAN SHARMA 


ELECTORS : 63787 VOTERS : 42173 


34- SALHAWAS 
RAM NARAIN 
RAJ SINGH 
DIL SUKH MAN 
RAM SINGH JAKHAR 
MAHABIR PRASAD 
BALWANT 
CHAMAN LAL 
DALIP 


ELECTORS : 64821 VOTERS : 36915 


Constituency : 


AnN DUH BwWN 


SEX 


POLL PERCENTAGE : 


ZSESSESEBEESE 


PARTY 


IND 
IND 
IND 


66.12% 


io! 


VOTES % 
18244 43.75% 
1132 2.71% 
100 0.24% 


VALID VOTES : 41704 


20982 57.74% 
6145 16.91% 
4702 12.94% 
2116 5.82% 
1117 3.07% 

740 2.04% 
352 0.97% 
184 0.51% 


POLL PERCENTAGE : 56.95% VALID VOTES : 36338 


Constituency : 35- JHAJJAR (SC) 


MANGE RAM 
BANARSI DAS 

MIR SINGH 

PHUL SINGH KATRIA 
ATTAR SINGH 


ELECTORS : 69442 VOTERS : 37052 


36. BADLI 
HARDWARI LAL 
UDE SINGH 
HARI SINGH 
RAJINDER SINGH 
MEHANT GANGA SAGAR 
JAI NARAIN 


ELECTORS : 61882 VOTERS : 36776 


oR WN RB 


Constituency : 


aun BwWN 


ZSEEESE 


JNP 
VHP 
IND 
INC 
IND 


18001 49.05% 
8057 21.95% 
5524 15.05% 
3214 8.76% 
1902 5.18% 


POLL PERCENTAGE : 53.36% VALID VOTES : 36698 


SEEEESE 


IND 
JNP 
INC 
IND 
IND 
IND 


12715 34.88% 
12328 33.82% 
6292 17.26% 
2190 6.01% 
1909 5.24% 
1022 2.80% 


POLL PERCENTAGE : 59.43% VALID VOTES : 36456 


37- BAHADURGARH 
MEHAR SINGH 
MANGE RAM 
SURAJ MAL 
RADHE SHAM 
SARDAR SINGH 


ELECTORS : 74518 VOTERS : 45096 


Constituency : 


non wWNY 


ZSEEEE 


JNP 
IND 
INC 
IND 
IND 


21732 48.59% 
11878 26.56% 
10584 23.66% 
401 0.90% 
134 0.30% 


POLL PERCENTAGE : 60.52% VALID VOTES : 44729 


Constituency : 38- BARODA (SC) 


BHALLE RAM 
DARYA SINGH 

RAM DHARI 
SHAYAM CHAND 
HARKESH 
LACHHMAN SINGH 
RAM SINGH KHUDA 
JAGE 


ELECTORS : 68005 VOTERS : 41083 


AnNI An BPwWN 


SSS 5 EBB EE 


14705 36.22% 
10672 26.29% 
10386 25.58% 
3651 8.99% 
618 1.52% 
233 0.57% 
198 0.49% 
135 0.33% 


POLL PERCENTAGE : 60.41% VALID VOTES : 40598 
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No. 


Constituency : 


N DOU BP WN FB 


74479 VOTERS : 48900 


CANDIDATE 


39. GOHANA 
GANGA RAM 
RAM DHARI 
DHARAM PAL SINGH 
KITAB SINGH 
SUNEHRA 
RAM CHANDER 
OM PRAKASH 


ELECTORS : 


SEX 


ZS SS S888 


PARTY 


oS 
332% 


iz 
oO 


Bsa Ses 
o 


N 


o 


VOTES 


18649 
17337 
7814 
3450 
587 
520 
124 


% 


38.47% 
35.76% 
16.12% 
7.12% 
1.21% 
1.07% 
0.26% 


POLL PERCENTAGE : 65.66% VALID VOTES : 48481 


Constituency : 


AnN An RP wWN 


66815 VOTERS : 44532 POLL PERCENTAGE : 


40- KAILANA 
SHANTI DEVI 
RAJINDER SINGH 
PRATAP SINGH 
FATEH SINGH 
NANAK 
BALBIR SINGH 
PREM SINGH 
RAMDIYA 


ELECTORS : 


Constituency : 


AnN DUH BWN Re 


69375 VOTERS : 44198 


41- SONEPAT 
DEVI DASS 
CHIRANJI LAL 
RATTAN LAL 
JAGDISH RAI 
OM PRAKASH 
RAJBIR SINGH 
SAT PAL 
HAWA SINGH 


ELECTORS : 


SEES E28 57 


ZSEEESEESE 


66.65% 


IND 


IND 


19299 
14449 
5636 
1985 
1396 
541 
387 
297 


43.87% 
32.85% 
12.81% 
4.51% 
3.17% 
1.23% 
0.88% 
0.68% 


VALID VOTES : 43990 


26456 
12722 
2698 
662 
364 
329 
309 
233 


60.44% 
29.06% 
6.16% 
1.51% 
0.83% 
0.75% 
0.71% 
0.53% 


POLL PERCENTAGE : 63.71% VALID VOTES : 43773 


Constituency : 


aun BwWN 


66696 VOTERS : 42950 


42. RAI 
RIZAQRAM 
JASWANT SINGH 
NAFE SINGH 
AMI CHAND 
SHIV CHARAN 
PURAN ANAND PRAKASH 


ELECTORS : 


ZSEEEESE 


JNP 
INC 
IND 
IND 
IND 
VHP 


21186 
16258 
3247 
1316 
236 
224 


49.89% 
38.28% 
7.65% 
3.10% 
0.56% 
0.53% 


POLL PERCENTAGE : 64.40% VALID VOTES : 42467 


Constituency : 


oR WN RB 


66237 VOTERS : 41015 


43 - ROHAT 
OM PRAKASH 
NAWAL SINGH 
NATHU RAM 
RAGHBIR SINGH 
KAWAR SINGH 


ELECTORS : 


ZSEEESE 


JNP 
INC 
IND 
IND 
VHP 


23396 
6897 
3684 
3321 
3279 


57.66% 
17.00% 
9.08% 
8.18% 
8.08% 


POLL PERCENTAGE : 61.92% VALID VOTES : 40577 


Constituency : 


44. KALAYAT (SC) 


1. PRIT SINGH 


JNP 


12953 


42.68% 


rptDetailedResults - Page 8 of 19 


109 


No. CANDIDATE 


MARU 

RAN SINGH 
BHAGAT RAM 
RANGI RAM 
CHHAJU RAM 


ELECTORS : 58450 VOTERS : 30712 


aun BW HN 


SEX PARTY VOTES % 
M IND 5494 18.10% 
M INC 4786 15.77% 
M IND 4771 15.72% 
M~ CPI 1489 4.91% 
M IND 855 2.82% 


POLL PERCENTAGE : 52.54% VALID VOTES : 30348 


45. NARWANA 
SHAMSHER SINGH 
TEK CHAND 
JATENDER KUMAR 
KALI RAM VAKIL 
KALIRAM DAIRYWALA 
RAM GOPAL 
OM PRAKASH 
KAPUR CHAND 
RAM LAL 
10. PAWAN KUMAR 
11. RAM KUMAR 
12, MITHAN LAL 
13, VEDU ALIAS VED PRAKASH 


ELECTORS : 58475 VOTERS : 41787 


Constituency : 


oO mae nN DUH BWNY eB 


M_ INC 9078 22.05% 
M_ IND 8242 20.02% 
M  JNP 6652 16.16% 
M_ IND 6602 16.04% 
M_ IND 5228 12.70% 
M _ IND 2504 6.08% 
M~ CPI 1493 3.63% 
M_ IND 554 1.35% 
M IND 313 0.76% 
M_ IND 235 0.57% 
M IND 108 0.26% 
M _ IND 80 0.19% 
M IND 76 0.18% 


POLL PERCENTAGE : 71.46% VALID VOTES : 41165 


Constituency : 46- UCHANA KALAN 
1. BIRENDER SINGH M_ INC 12120 26.31% 
2. RANBIR SINGH M  JNP 10488 22.77% 
3. JAGROOP SINGH MIND 8784 19.07% 
4. DESH RAJ MIND 8647 18.77% 
5. SATYA PAL MIND 3316 7.20% 
6. RAM KRISHAN MIND 1094 2.38% 
7. RAM RICHHPAL MIND 1092 2.37% 
8. SHAMSHER SINGH MIND 430 0.93% 
9. KHAZAN CHAND MIND 90 0.20% 

Constituency : 47.RAJOND 
1. GULZAR SINGH M  JNP 15353 40.01% 
2. PARSANNI DEVI F INC 5968 15.55% 
3. SHISHUPAL SINGH MIND 5559 14.49% 
4. HARBALAS MIND 4675 12.18% 
5. SURAT SINGH MIND 3924 10.23% 
6. DALJIT SINGH MIND 1323 3.45% 
7. RAM KISHAN MIND 1123 2.93% 
8. BALWANT MIND 451 1.18% 

Constituency : 48. JIND 


1. MANGE RAM 
2. PRATAP SINGH 
3. DAL SINGH 

4. NARAIN SINGH 


M_ IND 15751 36.95% 
M  JNP 9646 22.63% 
M IND 7374 17.30% 
M IND 5047 11.84% 
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No. CANDIDATE 


5. RAM SINGH 

6. BHANA RAM 
7. GULAB SINGH 
8. DHIAN CHAND 
9. BARHMANAND 
10. BALWANT 

11. SHAMSHER 

12. HAWA SINGH 


ELECTORS : 61269 VOTERS : 43080 


SEX PARTY VOTES % 
M _ IND 2362 5.54% 
M _ IND 1031 2.42% 
M _ IND 507 1.19% 
M _ IND 313 0.73% 
M_ IND 252 0.59% 
M_ IND 246 0.58% 
M IND 81 0.19% 
M_ IND 16 0.04% 


POLL PERCENTAGE : 70.31% VALID VOTES : 42626 


49. JULANA 
ZILE SINGH 
GHASI RAM 
MAYA CHAND 
DILBAGH SINGH 
CHATTAR SINGH 
PANNA LAL 
SADA NAND 


ELECTORS : 59662 VOTERS : 42313 


Constituency : 


N DU BP WN 


M_ JNP 16407 39.09% 
M_ IND 9414 22.43% 
M_ IND 9396 22.39% 
M INC 3134 7.47% 
M _ IND 2259 5.38% 
M IND 865 2.06% 
M_ IND 497 1.18% 


POLL PERCENTAGE : 70.92% VALID VOTES : 41972 


50- SAFIDON 
RAM KRISHAN 
PRATAP SINGH 
KULBIR SINGH 
INDER SINGH 
JAGAT SINGH 
CHANDER BHAN 
JAI NARAIN 
JAGDISH 
RAKAM SINGH 
DEWAN SINGH 
11. SIRI KISHAN VAID 
12. HUKAM SINGH 


ELECTORS : 65434 VOTERS : 44181 


Constituency : 


Oo wmAN DUH PWN kB 


Rb 
oO 


M_ JNP 18930 43.34% 
M_ INC 7192 16.47% 
M_ IND 5365 12.28% 
M_ IND 3082 7.06% 
M_ IND 2672 6.12% 
M _ VHP 2387 5.46% 
M_ IND 2312 5.29% 
M _ IND 1193 2.73% 
M _ IND 253 0.58% 
M_ IND 173 0.40% 
M_ IND 78 0.18% 
M_ IND Al 0.09% 


POLL PERCENTAGE : 67.52% VALID VOTES : 43678 


Constituency : 51-FARIDABAD 
1. DEEP CHAND BHATIA 
2. AIKAGAR CHAND CHAUDHRY 
3. RATIRAM 
4. KANWAR NAIN GULATI 
5. BHULLEY SINGH 
6. BALDEV RAJ OJHA 
7. RADHA BAI SACHDEVA 
8. KAILASH CHANDER MAYAR 
9. BHIMRAO 
10. UMA 
11. AIDAL SINGH KANWAR 
12. CHHAAVINDER PAL SAXENA 
13. TIKARAM GAUR 
14, KAMAL DEV KAPIL 
15. HARGOPAL CHAUDHURY 


M_ JNP 18671 42.77% 
M_ INC 12680 29.05% 
M~ CPI 4993 11.44% 
M IND 1514 3.47% 
M VHP 1336 3.06% 
M _ IND 1205 2.76% 
F IND 886 2.03% 
M _ IND 761 1.74% 
M_~ RPI 554 1.27% 
F IND 422 0.97% 
M_ IND 237 0.54% 
M_ IND 135 0.31% 
M IND 79 0.18% 
M _ IND 56 0.13% 
M _ IND 46 0.11% 
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16. SHAMLAL 
17, CHHATTAR PAL SINGH GAUR 


SEX PARTY 
M _ IND 
IND 


VOTES 


43 
38 


% 


0.10% 
0.09% 


ELECTORS: 78860 ‘| 78860 }VOTERS: 44183 44183 IPOLL PERCENTAGE : 56.03% | PERCENTAGE : 56.03% }VALID VOTES: 43656 | VOTES : }VALID VOTES: 43656 | 


52. MEWLA MAHARAJPUR 
GAJRAJ NAGAR 
MOHINDER PRATAP SINGH 
DHARAM VIR SINGH 
NARAIN DAS 
KAMAL DEV KAPIL 
TEJA 
RAJINDER KUMAR 


ELECTORS: 67534 67534 }VOTERS : 40296 | 40296 


53+ BALLABGARH 
RAJINDER SINGH 
SHARDA RANI 
PRITAM SINGH 
TUHI RAM 
SURESH CHAND 
KISHAN PRASHAD 


Constituency : 


a GeO AB Uae ne 


Constituency : 


OE SON. A 0s IN 


POLL PERCENTAGE : 


ey 
Z2Z22z 
6463 


ZSESSEBEREE 
Z 
oO 


Beso HeHee 
Zz 
o 


N 


o 


59.67% 


IND 
INC 
JNP 
VHP 
IND 
IND 


ZSEEET™E 


22597 
16209 
8996 
673 
303 
74 


34.86% 
32.92% 
15.47% 
14.25% 
1.49% 
0.88% 
0.13% 


VALID VOTES : 39715 


46.26% 
33.18% 
18.41% 
1.38% 
0.62% 
0.15% 


ELECTORS: 71710 | 71710 }VOTERS : 49495 | 49495 IPOLL PERCENTAGE : 69.02% | PERCENTAGE : 69.02% /VALID VOTES: 48852 | VOTES : /VALID VOTES: 48852 | 


54. PALWAL 
MOOL CHAND 
KALYAN SINGH 
LAXMI NARAIN 
HARKRISHAN 
KRISHAN PAL SINGH 
OM PRAKASH 


Constituency : 


nV B00) Ne 


JNP 
INC 
IND 
IND 
IND 
IND 


ZSEEEESE 


24127 
14112 
5476 
2260 
825 
753 


50.74% 
29.68% 
11.52% 
4.75% 
1.73% 
1.58% 


ELECTORS: 69652 | 69652 }VOTERS : 48078 | 48078 IPOLL PERCENTAGE : 69.03% | PERCENTAGE : 69.03% !VALID VOTES: 47553 | VOTES : !VALID VOTES: 47553 | 


Constituency : 55-HASSANPUR (SC) 


GAYA LAL 
CHHOTEY LAL 
DARYAO 

CHARAN SINGH 
HARDAYAL 
DHARAM VIR SINGH 
HARLAL 


Sd 2 :Oo, BONE Se, Se 


ZS SSE 88 
< 
x 
ae] 


25163 
7785 
4604 

719 
566 
369 
319 


63.66% 
19.70% 
11.65% 
1.82% 
1.43% 
0.93% 
0.81% 


ELECTORS: 68895 | 68895 }VOTERS : 39957 | 39957 IPOLL PERCENTAGE : 58.00% | PERCENTAGE : 58.00% }VALID VOTES: 39525 | VOTES : }VALID VOTES: 39525 | 


56. HATHIN 
ADITYA VESH 
CHHUTMAL 
PRABHU DAYAL 
BASIR 
HEM RAJ 
RAJINDER SINGH 
NET RAM 
DAL SINGH 
. ROOP CHAND 


Constituency : 


AnNI Do RwWN 


wo 


Z2EB2 3 
66665 


Z 
o 


SS SS 528 E88 
Z 
oO 


SsasHrer eee uy 
Z 
o 


Z 
oO 


15182 
5665 
5107 
4751 
3744 
2358 
1985 
1794 
1242 


35.28% 
13.16% 
11.87% 
11.04% 
8.70% 
5.48% 
4.61% 
4.17% 
2.89% 
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No. CANDIDATE SEX PARTY VOTES % 


10. MOHD. LAKDIR MIND 828 1.92% 
11. PERMANAND VERMA M_ IND 184 0.43% 
12, UDEY SINGH RAWAT M _ VHP 97 0.23% 
13. SHAMSUDDIN M IND 96 0.22% 


ELECTORS : 66372 VOTERS : 43703 POLL PERCENTAGE : _ 65.85% | | VALID VOTES: 43033 
Constituency : 57-FEROZEPUR JHIRKA 


1. SHAKRULLA M_ IND 9682 22.54% 
2. YAKUB KHAN M_ IND 7236 16.85% 
3. BANWARI LAL M_ IND 6814 15.87% 
4, SHAMSHAD F JNP 5237 12.19% 
5. ABDUL RAZAK M_ INC 4856 11.31% 
6. DEEN MOHD. M_ IND 4645 10.82% 
7. AKHTAR HASSAIN M_ IND 1865 4.34% 
8. BHANWAR SINGH M _ IND 1141 2.66% 
9. ABDUL HAI M IND 957 2.23% 
10. ALI SHER M _ IND 514 1.20% 


ELECTORS : 69798 VOTERS : 43676 POLL PERCENTAGE : 62.57% VALID VOTES : 42947 


Constituency : 58.-NUH 


1. SARDAR KHAN M_ JNP 15457 44.07% 
2. DIN MOHD. MIND 13699 39.06% 
3. MAUJ KHAN M INC 5027 14.33% 
4. WALI MOHD. MIND 890 2.54% 


ELECTORS : 62263 VOTERS : 35405 POLL PERCENTAGE : 56.86% VALID VOTES : 35073 


Constituency : 59. TAORU 


1. KHURSHED AHMED M  JNP 27167 57.25% 
2. TAYYUB HUSSAIN M INC 10913 23.00% 
3, GIRRAJ SINGH MIND 4642 9.78% 
4, RAMJI LAL DAGAR M IND 3751 7.90% 
5. BHANWAR SINGH MIND 554 1.17% 
6. SOPAT RAI BODH M_~ RPI 427 0.90% 


ELECTORS : 69654 VOTERS : 48254 POLL PERCENTAGE : 69.28% VALID VOTES : 47454 


Constituency : 60-SOHNA 


1. VIJAY PAL SINGH M  JNP 17516 38.63% 
2. MAHABIR SINGH M IND 13033 28.75% 
3. RAM CHANDER M INC 11671 25.74% 
4. INDERJEET SINGH M _ IND 2608 5.75% 
5. SANT RAM M_ IND 512 1.13% 


ELECTORS : 71359 VOTERS : 45931 POLL PERCENTAGE : 64.37% VALID VOTES : 45340 


Constituency : 61. GURGAON 


1. PRATAP SINGH THAKRAN M_ JNP 15543 38.90% 
2. RAM CHANDER M_ IND 11327 28.35% 
3. KAMLA DEVI F INC 5608 14.03% 
4. SULTAN SINGH M _ IND 3224 8.07% 
5. HIT AHBHALASHI M _ IND 1429 3.58% 
6. BANWARI LAL M IND 1247 3.12% 
7. CHAMEL DEVI F IND 751 1.88% 
8. RAJESH M IND 491 1.23% 
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No. CANDIDATE 


9. TULSI RAM 
10. RAGHUBIR SINGH 
11. ROOP CHAND 
12, ISHWAR DAS 


ELECTORS : 65962 VOTERS : 40427 POLL PERCENTAGE : 


SEX PARTY VOTES % 
M IND 163 0.41% 
M_ IND 82 0.21% 
M IND 81 0.20% 
M IND 15 0.04% 


61.29% 


VALID VOTES : 39961 


Constituency : 62-PATAUDI (SC) 
1. NARAIN SINGH M VHP 17232 44.21% 
2. RAM SINGH M  JNP 16528 42.41% 
3. THAKAR DAS MIND 2007 5.15% 
4. AMAR NATH M_ INC 1541 3.95% 
5. PIRTHI RAM MIND 636 1.63% 
6. SHIV LAL MIND 581 1.49% 
7. KESO RAM MIND 450 1.15% 

Constituency : 63-BADHRA 
1. RAN SINGH M_ JNP 17423 40.11% 
2. ATTAR SINGH MIND 15621 35.97% 
3. RAVINDER SINGH MIND 3734 8.60% 
4. DAYA KUMARI F INC 3715 8.55% 
5. GOBIND LAL MIND 1383 3.18% 
6. DALIP SINGH MIND 1219 2.81% 
7. CHHOTU RAM MIND 270 0.62% 
8. SHEO PAL MIND 68 0.16% 

Constituency : 64-DADRI 
1. HUKAM SINGH M_ JNP 14449 35.13% 
2. GANPAT RAI MIND 9349 22.73% 
3. DHARAM SINGH M CPM 6820 16.58% 
4. NIHAL SINGH M VHP 4100 9.97% 
5. AMAR SINGH MIND 2627 6.39% 
6. SUMER SINGH MIND 1797 4.37% 
7, PREMA NAND M_ INC 890 2.16% 
8. BALJIT SINGH MIND 382 0.93% 
9. NARINDER PAL MIND 364 0.88% 
10. OM PRAKASH MIND 118 0.29% 
11, LAXMI CHAND MIND 105 0.26% 
12. RAM KISHAN MIND 97 0.24% 
13, BAKKHTAWAR SINGH MIND 36 0.09% 


ELECTORS : 67412 VOTERS : 41708 


POLL PERCENTAGE : 61.87% VALID VOTES : 41134 


65. MUNDHAL KHURD 
TEK RAM 
DEVI PARSAN 
BRIJ LAL 
BHALLERAM 
RAM AVTAR 
DARIYA 
MANGAL SINGH 


Constituency : 


N DOD WU BR WN 


M  JNP 20302 48.90% 
M_ INC 7703 18.55% 
M_ IND 5092 12.26% 
M _ IND 1886 4.54% 
M _ IND 1877 4.52% 
M _ IND 832 2.00% 
M _ IND 753 1.81% 
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No. CANDIDATE SEX PARTY VOTES % 

8. NASIB SINGH M _ IND 588 1.42% 

9. MAGEJ SINGH M IND 520 1.25% 
10. DALIP SINGH M IND 506 1.22% 
11. RAM CHANDER M _ IND 455 1.10% 
12. HAWA SINGH M _ IND 309 0.74% 
13. GAJAN SINGH M IND 279 0.67% 
14, JAGDEV M _ IND 264 0.64% 
15. OM PRAKASH M IND 154 0.37% 


ELECTORS: 62802 | 62802 }VOTERS: 42119 | 42119 POLL PERCENTAGE : 67.07% | PERCENTAGE : 67.07% /VALID VOTES: 41520 VOTES : /VALID VOTES: 41520 


Constituency : 66- BHIWANI 


1. BIR SINGH M _ JNP 17923 38.80% 
2. SAGAR RAM M_ IND 15092 32.68% 
3. BANARSI DASS M_ INC 11116 24.07% 
4, MAMAN CHAND M_ IND 1084 2.35% 
5. GANPAT RAM M SUC 589 1.28% 
6. VED PRAKASH M IND 169 0.37% 
7. CHIRANJI LAL M _ IND 108 0.23% 
8. LAL CHAND M IND 72 0.16% 
9. UKKAGAR SINGH M _ IND 35 0.08% 


ELECTORS: 72124 72124 }VOTERS : 46655 46655 IPOLL PERCENTAGE : 64.69% | PERCENTAGE : 64.69% }VALID VOTES: 46188 | VOTES : }VALID VOTES: 46188 | 


Constituency : 67- TOSHAM 


1. SUNDER SINGH M_ IND 23814 49.02% 
2. JANGBIR SINGH M_ IND 21640 44.55% 
3. BHANWAR SINGH M_ IND 1073 2.21% 
4, PRABHU DAYAL M_ IND 560 1.15% 
5. BALVIR SINGH M  JNP 458 0.94% 
6. SAJJAN KUMAR M IND 402 0.83% 
7. ZILE SINGH M SUC 292 0.60% 
8. SHRI DHAR M_ IND 198 0.41% 
9. RAN SINGH M IND 82 0.17% 
10. MADAN M IND 57 0.12% 


ELECTORS: 69564 | 69564 }VOTERS: 49118 | 49118 IPOLL PERCENTAGE : 70.61% | PERCENTAGE : 70.61% /VALID VOTES: 48576 | VOTES : /VALID VOTES: 48576 | 


Constituency : 68-LOHARU 


1. HIRA NAND M  JNP 29659 73.30% 
2. SHRIRAM M INC 6076 15.02% 
3. OM PRAKASH SHARMA IND 4729 11.69% 


ELECTORS: 70784 70784 }VOTERS : 40996 | 40996 IPOLL PERCENTAGE : 57.92% | PERCENTAGE : 57.92% !VALID VOTES: 40464 | VOTES : !VALID VOTES: 40464 | 


Constituency : 69- BAWANI KHERA (SC) 


1. JAGAN NATH M  JNP 26925 76.25% 
2. AMAR SINGH M INC 6919 19.59% 
3. RAM SINGH M IND 769 2.18% 
4. KARTAR M _ IND 700 1.98% 


ELECTORS: 67679 | 67679 }VOTERS: 35656 35656 IPOLL PERCENTAGE : 52.68% | PERCENTAGE : 52.68% }VALID VOTES: 35313 | VOTES : }VALID VOTES: 35313 | 


Constituency : 70. BARWALA 


1. JAINARAIN M  JNP 16857 36.71% 
2. THANDI RAM MIND 9158 19.94% 
3. JOGINDER SINGH MIND 5733 12.49% 
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4, PRABHU DAYAL 
5. INDER SINGH 
6. JAMNA SINGH 
7. DHOOP SINGH 
8. SUKHBIR SINGH 
9. DATA RAM 

10. SADANAND 

11. KULJIT SINGH 
12. PEHLAD 


ELECTORS : 67759 VOTERS : 46601 


SEX PARTY VOTES % 
M_ IND 4472 9.74% 
M_ INC 3329 7.25% 
M _ IND 1522 3.31% 
M _ IND 1515 3.30% 
M _ IND 1419 3.09% 
M IND 942 2.05% 
M_ IND 479 1.04% 
M_ IND 372 0.81% 
M IND 119 0.26% 


POLL PERCENTAGE : 68.77% VALID VOTES : 45917 


Constituency : 71. NARNAUND 
1. VIRENDER SINGH M _ JNP 25481 58.54% 
2. SAROOP SINGH M_ INC 9763 22.43% 
3. RAM KUMAR M_ IND 7791 17.90% 
4. JOGIRAM M_ IND 344 0.79% 
5. DHANPAT SINGH M_ VHP 150 0.34% 
Constituency : 72-HANSI 
1. BALDEV TAYAL M_ JNP 22732 48.82% 
2. AMIR CHAND MIND 13539 29.08% 
3. RAM NATH MIND 4131 8.87% 
4. AJEET SINGH M VHP 2854 6.13% 
5. RAJ KUMAR M_ INC 1826 3.92% 
6. CHATRU MIND 535 1.15% 
7. NUNIA MAL MIND 294 0.63% 
8. RATTAN SINGH M_ IND 194 0.42% 
9. KARTAR SINGH MIND 184 0.40% 
10. GIRDHARI LAL M_ IND 91 0.20% 
11. RAM DHARI MIND 52 0.11% 
12. HUKAM CHAND M_ IND 50 0.11% 
13. RAM KISHAN MIND 48 0.10% 
14. NIHAL SINGH M_ IND 34 0.07% 


ELECTORS : 66975 VOTERS : 47053 


POLL PERCENTAGE : 70.25% VALID VOTES : 46564 


Constituency : 73-BHATTU KALAN 
1. DEVI LAL M_ JNP 27491 65.52% 
2. PRITHVI SINGH M CPM 13731 32.72% 
3. JAGDISH CHANDER MIND 563 1.34% 
4, RICHHPAL MIND 174 0.41% 
ELECTORS : 61623 VOTERS : 42459 POLL PERCENTAGE : 68.90% | | VALID VOTES : 41959 
Constituency : 74. HISSAR 
1. BALWANT RAI TAYAL M_ JNP 22397 57.93% 
2. OM PARKASH MIND 15065 38.97% 
3. CHHABIL DAS MIND 860 2.22% 
4. SHRIRAM MIND 339 0.88% 
ELECTORS : 62839 VOTERS : 39171 POLL PERCENTAGE : 62.34% | | VALID VOTES: 38661 
Constituency : 75. GHIRAI 


1. KANWAL SINGH 


M  JNP 18991 43.21% 


rptDetailedResults - Page 15 of 19 


116 


No. CANDIDATE 


SURESH CHANDER 
NARENDER SINGH 
MANPHUL SINGH 
ISHWAR SINGH 
RAM KISHAN 
RAM KUMAR 
CHANDER SINGH 
JAGAT RAM 
DHARAM SINGH 
11. LEHNA SINGH 

12. BALWANT SINGH 


ELECTORS : 68566 VOTERS : 44562 
76. TOHANA 


oOmA nN DH BW NY 


= 
oO 


Constituency : 
1. KARAM SINGH 
2. BHIM SINGH 
3. ISHAR SINGH 
4. FATEH SINGH 


ELECTORS : 67048 VOTERS : 40366 


SEX PARTY VOTES % 
M_ IND 9571 21.78% 
M_ IND 5672 12.91% 
M IND 2172 4.94% 
M INC 2041 4.64% 
M _ IND 1712 3.90% 
M _ IND 1593 3.62% 
M _ IND 639 1.45% 
M _ IND 634 1.44% 
M IND 551 1.25% 
M IND 295 0.67% 
M_ IND 79 0.18% 


POLL PERCENTAGE : 64.99% VALID VOTES : 43950 


M = JNP 23709 59.46% 
M_ INC 13390 33.58% 
M_~ CPI 2040 5.12% 
M_ IND 737 1.85% 


POLL PERCENTAGE : 60.20% VALID VOTES : 39876 


Constituency : 77-RATIA (SC) 


PEER CHAND 
SHEOPAL 
JEETA RAM 
HAKIM SINGH 
ATMA SINGH 
AJMER SINGH 
BALU RAM 
RAM CHANDER 
SURJA RAM 
10. BHALLA 

11. MANJIT SINGH 


ELECTORS : 61309 VOTERS : 33671 


Oo mAN DUH PWN kB 


M_ JNP 12197 36.80% 
M_ INC 9246 27.89% 
M_ IND 5874 17.72% 
M_ IND 2303 6.95% 
M_ IND 1268 3.83% 
M_~ CPI 623 1.88% 
M _ IND 526 1.59% 
M IND 513 1.55% 
M IND 401 1.21% 
M_ IND 122 0.37% 
M_ IND 73 0.22% 


POLL PERCENTAGE : 54.92% VALID VOTES : 33146 


78. FATEHABAD 
HARPHUL SINGH 
LILA KRISHAN 
HARMINDER SINGH 
PRITHI SINGH 
PRATAP SINGH 
TEK CHAND 
UDMI RAM 
MANRUP 
RAM DAYAL 


ELECTORS : 71228 VOTERS : 49117 


Constituency : 


Oo mA nN DUM PWN kB 


M_ JNP 13863 28.59% 
M_ IND 13726 28.31% 
M_ IND 10737 22.14% 
M IND 4723 9.74% 
M_ VHP 3221 6.64% 
M_ IND 1416 2.92% 
M _ IND 439 0.91% 
M_ IND 308 0.64% 
M IND 60 0.12% 


POLL PERCENTAGE : 68.96% VALID VOTES : 48493 


79. ADAMPUR 
1. BHAJAN LAL 

2. MOHAR SINGH 

3. MADAN LAL 

4. RAM SINGH 


Constituency : 


M_ JNP 33193 67.89% 
MIND 12390 25.34% 
M_ IND 1703 3.48% 
M _ IND 721 1.47% 
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No. CANDIDATE 


5. SURAJ BHAN 
6. JAGDISH CHANDER 
7. JAI SINGH 


ELECTORS : 68346 VOTERS : 49352 


80- DARBA KALAN 
JAGDISH KUMAR 
BAHADAR SINGH 
NIHAL SINGH 
SATMAN CHAND 
AJIT SINGH 


ELECTORS : 69888 VOTERS : 48641 


Constituency : 


on BR wWN eB 


SEX PARTY VOTES % 

MIND 659 1.35% 

M_ IND 122 0.25% 

IND 105 0.21% 

POLL PERCENTAGE : 72.21% VALID VOTES : 48893 
M IND 17860 37.09% 

M INC 13221 27.46% 

M  JNP 12876 26.74% 

M IND 3418 7.10% 

M SUC 772 1.60% 


POLL PERCENTAGE : 69.60% VALID VOTES : 48147 


Constituency : §81-ELLENABAD (SC) 
1. BHAGI RAM M _ JNP 21769 51.38% 
2. MANIRAM MIND 14365 33.91% 
3. PRAKASH SINGH M~ CPI 3034 7.16% 
4. SAKHI RAM M_ INC 2670 6.30% 
5. PREM CHANDER MIND 409 0.97% 
6. CHIRANJI LAL MIND 119 0.28% 

Constituency : §2-SIRSA 
1. SHANKAR LAL M  JNP 14276 31.31% 
2. LACHHMAN DAS MIND 9870 21.65% 
3. RAM SARUP M INC 9621 21.10% 
4. SARV MITTER MIND 7541 16.54% 
5. JAICHAND M_ CPI 2014 4.42% 
6. MAHABIR PARSHAD MIND 1239 2.72% 
7. NATHU RAM SWAMI MIND 595 1.30% 
8. APINDER SINGH MIND 249 0.55% 
9. KRISHAN LAL MIND 192 0.42% 

Constituency : 83-RORI 
1. SUKHDEV SINGH M_ JNP 13368 30.07% 
2. JAGDISH NEHRA M_ INC 10962 24.66% 
3. DARA SINGH MIND 9196 20.69% 
4. PARTAP SINGH MIND 8160 18.35% 
5. RAM SINGH SIDHU MIND 1193 2.68% 
6. HAKIM JARNAIL SINGH SIDHU MIND 1109 2.49% 
7. GAJA SINGH MIND 469 1.05% 


ELECTORS : 67123 VOTERS : 44915 


84. DABWALI (SC) 
MANI RAM 
GOVARDHAN DASS CHAUHAN 
GURDIAL SINGH 
AJIT KUMAR RANGILA 
MOOL CHAND JOYIA 


ELECTORS : 70317 VOTERS : 41523 


Constituency : 


on BRB WN 


POLL PERCENTAGE : 66.91% VALID VOTES : 44457 


M _ JNP 21017 51.17% 
M_ INC 13032 31.73% 
M IND 3981 9.69% 
M IND 2576 6.27% 
M_ IND 467 1.14% 


POLL PERCENTAGE : 59.05% VALID VOTES : 41073 
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No. 


Constituency : 


Oo AN DUM PWN kB 


77737 VOTERS : 45079 


CANDIDATE 


85. BAWAL (SC) 
SHAKUNTALA 
MOHAN LAL 
RAM PARSHAD 
MANI LAL 
MANOHAR 
JAI SUKH LAL 
SURAT SINGH 
MANGAL RAM 
KANHATYA LAL 


ELECTORS : 


SEX 


SEEEE E557 


PARTY VOTES 
JNP 20637 
VHP 17128 
INC 3111 
IND 952 
IND 777 
IND 715 
IND 603 
IND 445 
IND 51 


% 


46.46% 
38.56% 
7.00% 
2.14% 
1.75% 
1.61% 
1.36% 
1.00% 
0.11% 


POLL PERCENTAGE : 57.99% VALID VOTES : 44419 


Constituency : 


Oo mAN DUH PWN kB 


69927 VOTERS : 44536 


86. REWARI 
RAM SINGH 
SHIV RATTAN SINGH 
PREM SWAROOP 
HARDAYAL 
KISHAN CHAND 
LAL SINGH 
LADLI PRASAD 
HARI KRISHAN AZAD 
HOSHIAR SINGH 


ELECTORS : 


Constituency : 


oO mA NI DUN PWN kB 


81681 VOTERS : 50916 


87. JATUSANA 
INDERJEET SINGH 
RAJ SINGH 
MAHA SINGH 
BANSI DHAR 
MATADIN 
KAMLA YADAV 
CHAMPADEVI 
SATYAWAN 
BANWARI 


ELECTORS : 


Constituency : 


aun BWNY kB 


77158 VOTERS : 53164 


88 - MAHENDRAGARH 
DALI SINGH 
RAM BILAS 
BISHAMBER DAYAL 
KANWAR SINGH 
TEJ SINGH 
AMAR SINGH 


ELECTORS : 


Constituency : 
Ti 
2. 


3 
4. 
5 


89. ATELI 
BIRENDER SINGH 
LAXMAN SINGH 


. KANWAR SINGH 


MOHAN LAL 


. HARBANS LAL 


ZSEESESESEEE 


JNP 19563 
VHP 19477 
INC 3161 
IND 598 
IND 439 
IND 358 
IND 352 
IND 76 
IND 26 


44.41% 
44.22% 
7.18% 
1.36% 
1.00% 
0.81% 
0.80% 
0.17% 
0.06% 


POLL PERCENTAGE : 63.69% VALID VOTES : 44050 


Ss 7 SSS. SS 


VHP 19799 
JNP 14500 
INC 7100 
IND 3445 
IND 3099 
IND 628 
IND 541 
SUC 523 
IND 446 


39.53% 
28.95% 
14.18% 
6.88% 
6.19% 
1.25% 
1.08% 
1.04% 
0.89% 


POLL PERCENTAGE : 62.34% VALID VOTES : 50081 


ZSEEEESE 


VHP 25091 
JNP 22933 
INC 1969 
IND 1423 
IND 470 
IND 207 


48.17% 
44.02% 
3.78% 
2.73% 
0.90% 
0.40% 


POLL PERCENTAGE : 68.90% VALID VOTES : 52093 


ZSEEESE 


VHP 29552 
JNP 17053 
INC 2973 
IND 1372 
IND 396 


56.83% 
32.79% 
5.72% 
2.64% 
0.76% 
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No. CANDIDATE SEX PARTY VOTES % 


6. SHRI KRISHAN M_ IND 364 0.70% 
7. LAXMI CHAND IND 295 0.57% 


ELECTORS: 77524 | 77524 }VOTERS : 52887 52887 IPOLL PERCENTAGE : 68.22% | PERCENTAGE : 68.22% /VALID VOTES: 52005 | VOTES : /VALID VOTES: 52005 | 


Constituency : 90.-NARNAUL 


1. AYODHYA PRASHAD M_ JNP 20784 44.97% 
2. ATTAR SINGH M_ VHP 9375 20.29% 
3. PHUSA RAM M_ IND 6574 14.22% 
4. NIHAL SINGH M_ INC 6298 13.63% 
5. ONKAR M IND 1633 3.53% 
6. ATAM PRAKASH M _ IND 484 1.05% 
7. DHARAM PAL M_ IND 476 1.03% 
8. KURDA M_ IND 343 0.74% 
9. RAM KISHORE M IND 139 0.30% 
10. HARI DASS M _ IND 80 0.17% 
11. JASWANT M_ IND 30 0.06% 


ELECTORS: 74495 | 74495 }VOTERS : 47133 47133 IPOLL PERCENTAGE : 63.27% | PERCENTAGE : 63.27% /VALID VOTES: 46216 | VOTES : /VALID VOTES: 46216 | 
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